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SEMICONDUCTOR DIODES AND TRANSISTORS 
VOLUME 7 


REFERENCE TO VOLUMES 4 and 5 


This volume is about some approaches to circuit analysis of transistorized amplifier 
and switching configurations. It is designed as a reference volume for Volumes 4 
and 5 of the Semiconductor Diodes and Transistors Programed Instruction Series. It 
covers the application of basic analysis approaches to transistor configurations 
and circuits. It deals with the substitution of equivalent circuits for semicon- 
ductor devices in order to solve for gains, impedance levels, and the prediction 

of the operation of the transistors when placed in a specific configuration. It 
also covers some useful and time-saving approximations that allow prediction of the 
approximate characteristics of semiconductor devices in amplifier and switching 


configurations when exactness is not a prerequisite. 


PREREQUISITES: 


This volume assumes the reader's completion of Semiconductor Diodes and Transistors, 
Volume 6, or Volumes !, 2, and 3, ог their equivalent. It further assumes the 
learner's knowledge and ability to apply to the solution of problems: basic vol- 
tage and current divider theory, Kirchhoff's voltage and current laws, Thevenin's 
Theorem, Norton's Theorem, Millman's Theorem, and an equivalent circuit approach 

to circuit analysis. If the reader does not have this background, some outside 


study is indicated before starting this volume. 


OBJECTIVES: 


Since specific educational objectives are difficult to specify and measure with a 
text-type publication, specific educational objectives will be neglected for this 
volume. Specific measurable objectives are possible with programed instruction, 

and Volumes 4 and 5 of this series have specific objectives listed. Volumes 4 and 

5 contain much the same information as this text in a programed instruction approach. 
This volume is primarily designed as a reference and supplement for Volumes 4 and 


5 of the programed instruction series. 


The broad objective of this program is to provide the learner with convenient re- 
ference material for Volumes 4 and 5 of the programed instruction series. This book 
is complete in itself, however, and can be used without Volumes 4 and 5. Тһеге- 


fore, they are not listed as prerequisites. 


SECTION ONE 


The preceding volumes have more or less concentrated on the diode and transistor 
as a device. This volume deals with the diode and the transistor as a circuit com- 
ponent. This volume deals with the analysis of circuit configurations which contain 
diodes and transistors. Approaches are covered for the prediction of gains, im- 


pedances, and quiescent d-c levels of semiconductors in circuit configurations. 


Some circuit analysis has already been discussed. The sections in previous volumes 
that dealt with load lines on the characteristic curves of a transistor were dealing 
with circuit analysis. Graphical circuit analysis is one approach to solving a 
transistor or diode circuit configuration. There are many other approaches which 
will be discussed in this volume, along with the continuance of the graphical 
analysis. Signal or a-c load lines will be discussed along with the insertion of a 


model or equivalent circuit to represent the semiconductor device in a configuration. 


Table 8 in Volume 6 is an example of representing the transistor with a model. In 
Table 8 in Volume 6, the model was an attempt to relate the physical attributes of 


the device to electrical characteristics. 


The symbol used for the transistor is one form of model. The lines and so forth in 
the symbol for the transistor indicate the emitter, base, and collector of the 
transistor and also indicate the type of transistor. This simple model in most 
cases does not give sufficient information on the transistor to make predictions as 
to its operation in the circuit. It does indicate the type (NPN, PNP) of transistor 


and its orientation in the circuit. 


This simple model must be replaced with a more complex model if this will facilitate 
the analysis of the transistor configuration. The more complex models should give 


information that will allow the use of the basic electrical laws and theorems 


in the solution of the semiconductor configuration. If the basic laws and theorems 
are limited to linear (current and voltage have a direct relationship) configurations, 
the non-linear transistor or diode configuration may require that incremental mea- 
surements are made to obtain parameters for the model. This will keep the measure- 


ments as linear as possible so that the basic laws and theorems can be used. 


One of the most important factors when approaching the analysis of semiconductor 
circuit configurations is to remember that the basic theorems and laws can still be 
used. Persons first approaching semiconductor configurations for analysis are some- 
times overwhelmed by the fact that semiconductors are in the circuit and forget that 
all of the basic laws have not been repealed. Ohm's Law, Kirchhoff's Law, Thevenin's 
Theorem, Norton's Theorem, Millman's Theorem may all be applied to the semiconductor 
configuration as well as to the vacuum tube circuit and the circuit configuration 
that does not contain active components. If this is kept in mind, analysis of a 


semiconductor configuration is greatly simplified. 


SEMICONDUCTOR MODELS: 





It is often convenient for analysis to substitute a model or equivalent circuit for 
the transistor or semiconductor device. One should not let the multitude of models 
or equivalent circuits put forth by authors on semiconductor circuits overwhelm 
him. The model should simplify or facilitate the analysis of a semiconductor con- 
figuration and, if it does not, should be avoided. A person attempting to use an 
equivalent circuit or a model for the transistor should thoroughly understand what 
the model is representing and not allow the model to be a confusion factor. On 
first investigating the analysis of semiconductor configurations, one might en- 
counter the hybrid equivalent circuit, the T equivalent circuit, the lumped diffus- 
ion model, and Ebers-Moll models, and become thoroughly confused and overwhelmed 
by the multitude of information they feel they must absorb. It is the opinion of 
this writer that if the model does not simplify or facilitate the analysis of the 
semiconductor configuration, it should not be used. One should select the model 
or equivalent circuit that simplifies the analysis approach for the individual. 

In many cases, substituting a model for the semiconductor device will not be 


necessary once the analysis approach is understood. Approximate approaches to 


analysis will be sufficient for the particular analysis encountered. Many tech- 
nicians find that once the exact approaches to analysis are understood, they can 
accept the approximate approaches and use them to facilitate their work with semi- 


conductor configurations. 


This volume will deal with many approaches to analysis of semiconductor amplifier and 
switching configurations, It will then deal with approximate approaches that may be 
used when exactness is not a prerequisite. It should be remembered that these are 
not given as the way to approach a semiconductor circuit, but simply a way to 
approach the circuit. Several approaches will be covered to give the reader a 
selection of approaches from which he can select that approach which to him seems 

to facilitate the analysis of the configuration. This volume will also stress the 
use of the basic theorems and laws and applying them to transistor and diode con- 


figurations. 


As an example to illustrate the use of the basic laws and theorems with semicon- 
ductor circuits, consider the configurations in Figure 1. Figure l is circuitry in 
a power supply in a Tektronix oscilloscope. Notice the use of silicon rectifiers 

in a bridge-type configuration (D642 and D612 A, B, C, D) and of transistors being 
used in essentially a single-ended power amplifier configuration for regulation 
purposes, Without any information on the parameters or characteristics of the 
transistors, we will attempt to find out a few things about the circuitry. Our only 
model will be the transistor symbol as shown in the schematic diagram in Figure |. 


First of all, the a-c input voltage applied to the primary of the transformer is 
stepped to the desired secondary level and applied to the bridge rectifier circuits 
made up of D642 and D612 A, B, C, and D. At the output points of the bridge recti- 
fiers, there is pulsating d-c and the pulsations are partially filtered by C642 and 
C612. The output voltage is regulated by the transistor configuration. The upper 
diagram in Figure | is a -15v supply, and the lower diagram is a -75v supply. То 
gain some insight on the circuit in Figure 1, we might find any convenient starting 
point. Knowing nothing about the transistors, let's first look at the upper dia- 
gram and note that the emitter of Q667 is at ground potential. You may recall from 
the earlier volumes that the voltage across the emitter base of the transistor 
(assuming the transistor is on) is only a few tenths of a volt; therefore, the base 


of Q667 must be very near ground. This means the emitter of Q663 is also very near 
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ground. |f we disregard the voltage across the emitter base junction of the tran- 
sistors, we can say that the emitter of Q663 is essentially at ground potential. 

It is a simple matter to calculate the current through R664 if this is the case. 
There will be 75y dropped across 22k, the value of R664, Therefore, the current 
will be approximately 3.!ma. If we disregard any base current іп 0663 and assume 
that the full 3.4ma is flowing in the collector circuit, we can find the voltage 
drop across the resistance in the collector circuit of Q663. This is found by 
taking the product of 2702 and 3.4ma, or approximately 0.92v. Since the collector 
of Q663 is returned to +15v and slightly less than a volt is dropped across the re- 
sistor in the collector circuit, we would find approximately lh.lv at the collector 
of the transistor. Since we have already assumed that the emitter is essentially 
at ground, we would expect approximately lhv of collector to emitter voltage on 
Q663. Once again assuming that the emitter is very close to the base (voltage-wise) 
and assuming that the transistors are conducting, the base of Q663 must be very 
close to ground. If this is the case, the emitter of 0653 is also very close to 
ground. We might calculate the current through R653 using Ohm's Law. If the 
emitter of Q653 is very near ground, then R653 must drop approximately 75v. 75v 
divided by 68k2 is approximately l.lma of current. If we assume all of this current 
is flowing in the collector circuit of Q653, we might assume that the base of Q653 
“Ys at ground or very near ground, and this will indicate that the collector of 0644 
and Q659 are also very near ground. With this assumption, resistor R644 must drop 
approximately 100v and, therefore, the current through R644 must be approximately 
0.45ma. With the emitter of Q644 returned directly to the -I5v supply, one might 
expect the base to be very near -15v. This requires a drop across R669 of 
approximately 115v, which requires the current in R669 of approximately Ima. we 
have already established that only 0.4ma is flowing in the collector resistor, so 
we certainly wouldn't expect the base of the transistor to be supplying Ima. This 
indicates that D669 must be in conduction and supplying most of the current for 
R669. If we disregard any base current in Q644, we can assume that D669 is supply- 
ing all the current for R669. With these assumptions, the right-hand side 0669 
must be very near -I5v (the right-hand side of D669 will be more negative by the 
voltage drop across D669). 


Let's stop and reflect on this for a moment. Without knowing about the transistors 
at all, other than the basic theory that we have previously discussed in other 


volumes, we are able to make an approximate analysis of the circuit configuration 





in the top diagram in Figure 1. Notice that we use nothing more than basic laws 
and theorems that we should be familiar with and the assumptions that the emitter 
follows the base of the transistor when it is in conduction. From this very 
approximate analysis, we might make voltage and/or resistance measurements in the 
semiconductor configuration in the top diagram in Figure | and expect to isolate a 
faulty component or transistor. If we had available the characteristics of the 
transistors in the configuration in Figure 1, we might do a quantitative analysis 


using Thevenin's Theorem and the characteristics of the transistors. 


Note: If our desired results do not require a quantitative analysis, it seems 
ridiculous to go to the trouble of making a quantitative analysis. If we simply 
approximate voltage levels so that we know when we have an abnormal meter reading 
when making measurements, a qualitative analysis should be sufficient. If, for 
instance, we were not able to adjust the negative l5v supply with the variable 
resistor, R661, we might anticipate a faulty component in the configuration. If 
this were the case, we would want to be able to make measurements and know when the 
measurements were valid. We should try and keep the approach as simple as possible 
while gaining the required information, 


Before-going-on, stop and do your own simple analysts of the lower diagram in 

Figure 1. Try and establish some of the current and the voltage levels throughout 
the circuit. Pick a convenient starting point where you know the voltage level or 
current level and work from there. Do your own analysis before reading the follow- 


ing: 


Starting with the emitter of 0637 їп the lower diagram in Figure 1, we see that it 
is returned to ground potential. Assuming very little drop across the emitter-base 
junction, the base of Q637 and therefore, the emitter of Q633, the base of 0633, 
the emitter of Q623, the base of Q623, and finally the collector of Q614A should 
all be very close to ground potential. (We have assumed very little drop across 
the emitter-base junctions of the transistors.) Even assuming a drop of a volt 
across the other three transistors, this would still leave nearly 100v to be 
dropped across R614 in the collector of Q614A. This requires Q614A to conduct 
about 0.45ma of current, neglecting any base current from Q623, Notice that the 
base of Q614A is returned to ground through a 9v Zener diode. Recalling zener 


diode theory, electron current flows with the arrow in the zener diode symbol and 


the voltage across the zener diode is more negative at the end connected to the base 
of Q61hA, This means that the base of Q61hA is approximately negative 9v with 
respect to ground. This -9v is established by the drop across the zener diode. 
Since we have assumed that Q614 must supply the current for R614, it is also safe 
to assume that 0614 is in conduction and therefore, its emitter should be very 
close to -9v. Since the emitter of Q614 is returned through R612 to a negative 75v, 
this requires that R612 drop approximately 66v. This means that R612 is conducting 
slightly less than Ima of current and 0614А only requires approximately 0.45ma of 
current. Therefore, 06188 must be carrying the remainder of the Ima. The base of 
Q614B is returned to a variable resistor which must establish the base very near 
-9v (the emitter is returned to -9v established by the zener diode in 0615А, there- 
fore, the base of Q614B must also be returned to very near -9v). Varying the vol- 
tage on the base of Q614B will vary the current carried by Q614B and, as а сопзе- 
quence, Q614A, and vary the reference voltage that established the negative 75v out- 
put. Notice once again in dealing with the lower diagram in Figure l, knowing very 
little about the transistors other than the basic theory and the theory associated 
with zener diodes, we have been able to establish approximate levels throughout the 
transistor configuration and could very possibly isolate a faulty component if the 


supply were not functioning properly. 


Let's briefly cover the theory of operation of the supply in the lower diagram in 
Figure 1. Q61lA and B operate as a d-c comparator type configuration. The base of 
Q614A is established at -9v with respect to ground by the zener diode. The right- 
hand base is adjusted to vary the current in Q614A and, therefore, the voltage at 
the collector of Q614A. The voltage at the collector of Q614A establishes the vol- 
tage at the base of Q623, which establishes the voltage at the base of Q633, which 
establishes the level at the base of Q637, which of course establishes the current in 
Q637 and the resistance of Q637. The voltage drop across Q637 and any other series 
resistance in the circuit configuration must of necessity be 75v less than the total 
applied voltage. 0637 1$ the series regulator in the configuration. A change in the 
negative 75v supply is applied to the base of Q614, which is an error signal applied 
to the amplifier loop. Assume that the negative 75v tried to become more negative. 
This results in the base of Q614B becoming more negative and this reduces the forward 
bias on Q614B. This requires Q614A to conduct more current, which results in the 
collector of Q614A moving farther from the positive 100v supply, or in the negative 


direction. A negative change applied to the base of Q623 results in a negative 


going change at its emitter. This change is applied to the base of Q633, which 
results in a negative going change at its emitter. This negative going change is 
applied to the base of Q637, reducing the forward bias on Q637, increasing its re- 
sistance, Increasing the resistance of Q637 results in more voltage across 0637, 
which brings the negative 75v supply down to its normal level. Just the opposite, 
of course, occurs when the negative 75v tries to change in the opposite polarity 


direction. 


The foregoing example had two objectives: (1) To bring out the point that the 
basic laws and theorems still apply to a semiconductor type configuration, and 
(2) To introduce the reader to approximate analysis approaches to semiconductor 


amplifier configurations. 


Let's continue approximating some d-c levels with the circuit configuration in 
Figure 2. This type of circuitry is referred to as hybrid circuitry, since it uses 
both vacuum tubes and transistors. The input circuitry is a cathode follower and 
the grid is returned to ground through two | meg resistors. Assuming that the in- 
put cathode follower V113A is in conduction, we would expect to find the cathode 
very near ground (positive by the bias on the tube). This requires that V113A con- 
duct approximately 3ma of current (VI13A is handling the-current through В116, 
which must drop approximately 12v). Dividing the 12v by 3.9K2 gives an approximate 
current of 3ma. The 3ma flowing through R114 in the plate circuit of the cathode 
follower would only drop about 0.6v and, therefore, the plate voltage is very near 
125v. Assuming the cathode of V113A is near ground potential, the base of Q134 is 
near d-c ground potential. Carrying this a bit further, the emitter of Q134 will 
be very near ground, With two diodes back to back in the base of Q134, we can 

make an assumption that the signal applied to Q134 is going to be small in magni- 
tude. It will require that the signal be smaller than the turn-on voltage of 
these two diodes, or the signal will be clipped. Disregarding the circuitry connect- 
ing the emitters of Q134 and Q144 together, notice that Q134 has its emitter re- 
turned through R135 and R136 to a +125v supply. If we assume that 0134 апа 0144 

in Figure 2 are both in conduction and their emitters are very near ground, we can 
determine the current carried by the two transistors. Each transistor will be 
assumed to carry half the current in R136. If this is the case, we will essentially 
have the two currents flowing through 5K2, which is parallel resistance of R135 and 
R145. In other words, we can take the parallel resistance of R135 and R145 in 
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FIGURE 2 





series with the resistance of R136 and determine the current carried by the two 
transistors. This is assuming both emitters are near ground d-c potential. This 
requires that approximately 125v is dropped across a series resistance of 13.2k0 
(the parallel resistance of R135 and R145 in series with R136), or slightly less 
than 10та of current. Each transistor then is essentially conducting slightly less 


than 5ma of current. 


The d-c balance control R119 is adjusted so that no d-c current flows through the 
resistors between the emitters of Q134 and Q14. This allows us to make the 
assumption that both emitters are at the same potential and, therefore, we can 
parallel R135 and R145 to estimate the current carried by the transistors. If we 
assume that all this current flows in the collectors of the transistors (disregard 
base current), we would find 10ma flowing through R143. The product of 10ma and 
8200 gives a voltage drop across R143 of 8.2v. Subtracting this from the supply 
voltage of 12.2v, we find essentially a 4v supply for the two transistors. 


Notice that if a trouble were apparent in the circuit configuration as shown, the 
assumptions that we have made would allow us to make some voltage measurements 
and possibly isolate the faulty component without having to have detailed infor- 


mation on the transistors or the vacuum tubes in the circuit. 


Let's apply Thevenin's Theorem to the grid circuit of V113B in Figure 2, Break the 
circuit between R121 and R123 and solve for the Thevenin equivalent circuit to the 
left of and including R121. This is illustrated in Figure 3. Assuming R119 to be 

at design center (250k2 between the moveable arm and either end of the potentiometer), 
we essentially have the second circuit as shown in Figure 3. Applying Thevenin's 
Theorem in solving for an equivalent, we find we have a 12.5v d-c source with an 
internal resistance of 1.125meg2 supplying the 4.7k resistor in the grid circuit of 
V1138. Applying basic voltage divider theory, we might solve for the voltage at 

the grid of V113B with potentiometer R1I9 at design center by simply saying: 


4.7k 


TE T D R i 
1.7k * l.125meg x 12.5v = the voltage at the grid of V113B. 


This slips out to be about +.00415mv; therefore, at the design center of potentio- 
meter R119 we can expect to find the grid of V113B very near ground potential. 
This should be the case, since the grid of V113A is very near ground potential 


and R119 should allow small differences in the two sides of this. amplifier con- 
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FIGURE 3 


figuration to be adjusted out. If this is not the case, varying components between 
the emitters of Q134 and Q144 will result in changes in the d-c levels in the amp- 
lifier. This is undesirable and will be discussed later; however, it does give us 
a rationale for the d-c balance control. We will also discuss some other purposes 


of the diodes D130, D131, and DI4O later in this volume. 


Once again, the foregoing examples have been included to review the use of the 
basic laws and theorems when semiconductors are in the circuit configuration. The 
0134 апа 0144 circuitry in Figure 2 is an emitter coupled paraphase amplifier and 
an analogy can be drawn between this circuitry and the cathode coupled paraphase 
amplifier as outlined in Typical Oscilloscope Circuitry. Emitter-coupled paraphase 
amplifiers will be discussed later in this volume. Approaches to calculating the 


gains and impedance levels of the transistors will also be discussed. 


TRANSISTOR AMPLIFIER MODELS: 





Basic circuit analysis approaches are limited to linear networks; however, the 
transistor's input circuit has a non-linear relationship between current and vol- 
tage. To use the basic laws and theorems in an a-c analysis of a transistor con- 
figuration, the parameters must be derived from incremental measurements so that 
the network can be considered essentially linear in the area of interest. These 
parameters are limited to use with small signals once they are measured; small 
signal being that magnitude of signal that does not result in a significant change 
in the parameters over the full swing of the signal. Since the current is not at 
all times proportional to the voltage in the input circuit of a transistor, it is 


termed non-linear. Figure 4 shows the plot of emitter base voltage versus emitter- 


base current, 


V (emitter-base) ------->- 
FIGURE ^ 


Since the current in a diode is related exponentially to the applied voltage, a 


plot of current versus voltage shows an exponential curve. 


If a small segment of the transistor's input El characteristic is selected, it will 
approach linearity. The current will be nearly proportional to the voltage in a 
small selected segment of the curve in Figure 4. When a small portion of the 
transistor's input characteristic is selected and measurements made that are approxi- 
mately linear, parameters can be formulated and the basic theorems used in analysis. 
It should be clear, however, that any signals dealt with using these parameters 

must be small in magnitude. When incremental measurements are made to derive para- 
meters, the parameters will be referred to as small signal parameters. Any model 

in which small signal parameters are used will be referred to as a small signal 


model or equivalent circuit. 


When small signal parameters are derived by making incremental measurements, the 
parameters can be considered essentially linear and the basic theorems can be used in 
analysis, We might formulate small signal to mean such a magnitude of signal that 
will not result in the parameters of the transistor changing significantly over the 
swing of the input signal. 


A signal of sufficient magnitude to result in the parameters changing at different 
points in the cycle is termed large signal. Of course, it is very difficult to 
obtain linear parameters when dealing with large signals. The parameters will 
change at different points in the input cycle when large signals are applied, 
Small signals, however, do not cause significant change in the parameters over the 


full swing of the signal. 


In review, small signals are those signals whose magnitudes are such that no sig- 
nificant change in the parameters occurs over the full Swing of the input signal, 
and large signals are those signals that do change the parameters over the full 
swing of the input signal. Small-signal parameters are derived by making incremen- 


tal or very small measurements on the non-linear transistor characteristics. 


As an example of a small signal parameter, the measurements made in Figure 5 will 
give the small signal resistance of a diode. Since the current is related exponen- 


tially to the applied voltage, making incremental measurements at different points 





on the curve in Figure 5 will give different values of small signal resistance. 
The small signal resistance of a diode is that dynamic resistance that the diode 


exhibits at one particular point of its characteristics, 
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An ideal germanium diode has an El curve that follows an exponential from the 


saturation current of the diode to infinity (this is in Volume 6). The small 
signal resistance of a diode can be found from the approximate expression 


KT 
яз КТ 
"(small signal) ql 


where K = Boltzman's constant, T = Temperature, q = charge on an electron, and 
1 = diode d=c current. БЕ at-27*C-is-approximately 26mv for an ideal germanium 
diode. In this case, if the d-c diode current is Ima, the small signal resistance 


26mv 
1та 


dynamic resistance at 27°C is about 5.20. 


is 55 260 at room temperature. If the diode's d-c current is 5ma, the diode's 


The expression = is valid for most germanium diodes and silicon diodes. Since it 


is an approximation, we can assume that it will be valid for all types of diodes. 
We should now recall that the input circuit of a transistor is a diode. The doping 
levels have been varied for transistor action, but the emitter-base junction is 
still a diode. The dynamic resistance of the emitter-base junction, as seen from 


the emitter, can be found by the approximate expression, as KT 


e alg 


where K = Boltzman's constant, T = Temperature, q = charge of an electron, ТЕ = 


d-c emitter current. Recalling that ы at 27? is about 26mv, we can derive the 





approximate expression d This will give the value of the dynamic resistance 
"Е 
of the emitter-base junction as seen from the emitter at 27?C. This dynamic re- 


sistance is given the symbol Tet With this in mind, any transistor, whether it is 


germanium or silicon, can have its dynamic emitter-base junction resistance as seen 





from the emitter found from the simple expression = У, Since emitter currents are 
usually expressed in milliamps, the expression can bs reduced to г x БО 

This gives an approximate expression for dynamic emitter resistance of any transis- 
tor. Later in this volume, we will develop exact methods for determining the 
dynamic resistances involved; however, we will find that we fall back to the 
approximate expression in a great many applications. |t is easy to see, however, 
that Ғы certainly varies as the point of operation on the diode characteristic 
changes. Notice that the change in б varies inversely as the emitter current. 

In other words, if the emitter current is doubled, the dynamic resistance of the 
diode is approximately halved. It should be noted at this time that we used р 
the emitter current, in the approximate formulation. Therefore, t is the small- 
signal or dynamic resistance that we would see at the emitter terminal of the tran- 


sistor. 


The current in the base lead is a small portion of that current flowing in the 
emitter lead. The current in the emitter lead is approximately the product of 

(8+ 1) and the current in the base lead. Therefore, we would expect to see a-higher 
dynamic resistance at the base lead than at the emitter lead. The current in the 
base lead is magnified by a factor of B+ | at the emitter terminal. The dynamic 
resistance seen at the base terminal of the transistor is magnified by approximately 
B+ | times the impedance seen at the emitter terminal. Approximating the resistance 
seen at the base terminal of a transistor (base to emitter), we can simply take the 
product Te X (B+ 1). Me now have two approximate expressions for determining the 


dynamic resistance seen at the terminals of the transistor. At the base terminal, 


га х (841): at the emitter terminal, r з KL, 26mv = +26. There is also 
e e Im ТЕ ! E(ma) 


some added base bulk resistance which will be discussed later. 


If the value of Te is stated for a transistor, the temperature and the emitter 
current at which Ге was measured must be stated. These discussion points should 
have indicated that the background we have gained in basic diodes can now be applied 


to our study of transistors and transistor amplifier configurations. 


MODELS: 





Early in this volume, it was stated that the simplest model would be used that 
will facilitate the particular job that it is desired to do. Figure 6 shows some 
typical models that we use quite often in electronics work -- the resistor, capa- 


citor, and the inductor. 
Ean 
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FIGURE 6 


We tend to accept these models at face value at times, forgetting that there are 
times and instances when this simple model becomes useless and a more complex model 
is required. Take the resistor as an example. At d-c, representing a simple re- 
sistance might be valid. Let's take another extreme, however, and suppose that the 
resistor was being used at 2 gigacycles. Attempting to use a resistor at 2 giga- 
cycles would force taking into account the end to end capacity, the radial capacity, 
the body to the chassis capacity, etc. The model of our resistor might look more 


like the model shown in Figure 7. 


Deme 


FIGURE 7 


The same, of course, can be said of the other models in Figure 6. Each component 
for which the schematic synbol is shown in Figure 6 exhibits all of the character- 


istics of the other two as well. In other words, the resistor has inductance and 


capacitance; the capacitor has resistance and inductance; and the inductor has re- 
sistance and capacitance. At certain frequencies, the simple model in Figure 6 is 
no longer applicable and a more complicated model must be constructed for analysis 
purposes. 


When dealing with semiconductor devices, it is best to keep in mind that complicated 
parameters and models are nothing more than tools to an end. They are nothing more 
than a kit of tools to aid in the analysis of a semiconductor circuit. The basic 
electrical laws and theorems are just as valid in solid state circuitry as they 

are in the familiar vacuum tube and passive circuitry. You will note that we 
called for the ability to apply the basic theorems in the Prerequisites for this 


volume, 


The particular model selected for use in analysis of a transistor configuration 
will vary’ for a number of reasons. The particular application of the amplifier, 
the frequency of operation, the point of operation, whether small signals or 
large signals are applied, and even the Personal preference of the man doing the 
analysis or design. All of the models, equivalent circuits, etc., that we will 
discuss in this volume are valid and applicable. They can be used for the parti- | 
cular purpose for which they are designed. Which one you use is up to you. If 
it will do the job at the particular point of operation and frequency of interest, 
by all means use it. |f it doesn't do the job or it is unwiedly, by all means 
seek a different approach. The equivalent circuits and approaches outlined in 
this publication are some approaches and definitely not meant to be an end. 


Further, you will probably find that once you have covered the exact analysis 
approach, that an approximate analysis will serve you well in a great number of 
cases and the exact analysis is no longer necessary. |t is very difficult, how- 
ever, to put forth approximate analysis approaches without first having dealt with 
the exact analysis. Not difficult for the mah putting forth the approaches, but 
for acceptance by the learner. 


In summary then, the Parameters and equivalent circuits with which we will be 
dealing in analysis of the configurations in this volume are nothing more than 


tools to allow us to analyze and make predictions in transistor circuitry. We will 


deal with several types of models and several approaches; however, they are all a 
means to the same end. They are all valid for the particular purpose they were 
intended and personal preference might play a big role in which of the approaches 
is used. |t is suggested that particular attention be paid to the approximate 


approaches. 


THE T EQUIVALENT CIRCUIT: 


One of the first models that was formulated for analysis of a transistor configur- 
ation was the T equivalent circuit. The parameter Ter which was discussed earlier, 
is used in the T equivalent circuit. The'model of the T equivalent circuit is one 
that closely resembles the physical transistor. We should keep in mind that the 
particular parameters aid the equivalent circuits that we are going to use will be 
governed by the applications to which the transistor is being put. For instance, 
for analysis of a low level audio amplifier, a low frequency small signal T 
equivalent circuit and parameters might be used. For d-c considerations, of 


course, we would want to use d-c parameters. 
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FIGURE 8 
Figure 8 shows a diagram of the T equivalent circuit for a common-base-or i ented 
transistor. The parameters are designated with lower case letters to indicate 
that they are small signal a-c parameters. We are already at least a little bit 
familiar with rer which is the internal small signal resistance at the emitter. 
Since the emitter is heavily doped, the emitter has a low bulk resistance. Ге 15 
primarily the small signal dynamic resistance at the emitter. Tb in Figure 8 is 
primarily representing the bulk resistance in the base between the active areas 


and the base terminal. The base has a fairly high bulk resistance, because it is 
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lightly doped in comparison with the emitter. Since the collector is also heavily 
doped, it has a low bulk resistance; however, the junction is reversed biased and, 
if it were in an ideal diode, would have infinite resistance. г, in the diagram 
in Figure 8 represents the small signal resistance of the collector, since the 


collector diode is not ideal. 


The transistor in Figure 8 is an amplifier, and an internal generator is used to 
represent the amplifier action, An internal voltage generator can be used as 


shown in Figure 9. 





o— ———o 
FIGURE 9 
The value of the voltage generator is the product of the mutual resistance and the 





small signal emitter current. Mutual resistance is equal to the product of alpha 
and Ге and represents the effective resistance across which the small signal 
emitter current will develop a voltage in the output circuit. Of course, the same 
generator can be shown as it is in Figure 8 by omitting Га and designating the 
generator as the product of the small signal current gain parameter, alpha and їв" 


The three equivalent circuits shown in Figures 8, 9, and 10 are identical. 
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FIGURE 10 
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Of course, when the current generator is used, it is shunted by the resistance re 
as shown in Figure 8. The value of the generator is that portion of the small 
signal emitter current that is in the collector, and in terms of alpha, the gener- 
ator current equals eis If the current generator a i, in Figure 8 were a perfect 
current generator, resistance. ru would be infinite. Since Ын has a finite value, 
it represents the imperfections of the current generator. The most common internal 
generator used in the T equivalent circuit is the internal generator as a constant 


current source of el, (for common base configuration), as shown in Figure 8. 


Since the parameters used in the T equivalent circuit are essentially linear, the 
basic theorems can be used in analysis. The basic theorems can be used to solve 
for input resistance, output resistance, current gain, and voltage gain in terms 

of the T parameters and any external components in the circuit. This can be done 
by writing equations for the currents and voltages involved. The equivalent circuit 
in Figures 8, 9, and 10 was designated a low frequency, small signal T equivalent 
circuit and, therefore, neglects reactances and those characteristics that effect 
the higher frequencies. A different equivalent circuit would have to be con- 


structed for dealing with higher frequencies. 


Me should also keep in mind that the small signal equivalent circuit is not valid 
if the input signal is large enough to cause a significant change in the parameters. 
A signal of this magnitude, of course, is considered a large signal. This equiva- 
lent circuit is valid for the particular point of operation, temperature, and 


signal considerations under which the parameters are either measured or specified. 


Let's stop and review for a moment, The T equivalent circuit is nothing more than 
a model to represent the transistor and allow the basic theorems and laws to be 
applied to the analysis and design of transistor circuits. The T equivalent cir- 
cuit is not the only model; it is simply the first model that we are discussing. 
The particular equivalent circuit that we use will be governed by the point of 
operation, type of signal, and frequency considerations that were made when the 
parameters were measured. If the T equivalent circuit is a small signal, low 
frequency equivalent circuit, this indicates that the parameters or tools were 
measured at a low frequency, typically around lkc, and that the parameters are only 
valid if the applied signal does not cause the parameters to vary significantly 


over its entire swing. 
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Figure ll! shows a transistor configuration with biasing applied and signal con- 
siderations. The transistor is in a common base configuration, and is being 
driven by a lOuv signal. The output is taken off the collector. You will recall 
that the T equivalent circuit that we have discussed was for the transistor only 
and did not take into account the external component. In order to accomplish an 
analysis of the transistorized configuration, we might want to construct an 
equivalent circuit for the entire amplifier, and then approach an analysis pro- 
cedure. f the amplifier in Figure 1l is a low frequency (perhaps an audio) 
amplifier, the low frequency parameters will be valid. If it is a low level or 
small signal amplifier, small signal parameters are valid. Before analysis is 
approached, the circuit configuration can be redrawn and an equivalent circuit 
substituted for the transistor and the entire amplifier configuration. 





FIGURE 12 
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Figure 12 is an equivalent circuit for the amplifier in Figure 11 for low fre- 
quency, small signals. Notice in Figure 12 that the biasing components and any 
components that are not applicable for low frequency small signals have been 
neglected. RI and к are simply biasing resistors, and с, places the base at 
signal ground. The biasing resistors, к, апа R5; have no effect on the signal. 
If we assume that the biasing battery is a perfect battery, then it has zero in- 
ternal impedance and the bottom of RL is at signal ground. If we assume that the 
capacitors, С апа C have been properly selected so as to have low impedance to 
the signal frequencies, we can assume them to be short circuits, and they are dis- 
regarded in Figure 12. Since the internal impedance of the driving generator is 
only 500, the resistance к, has been neglected. In reality, in the equivalent 
circuit, R should be shown as the parallel resistance of к, апа Ra however, 
10.1k in parallel with 502 is rather insignificant and it has been neglected in 


the diagram. 











FIGURE 13 


24 


Figure 13 shows the equivalent circuits for the external signal components iso- 
lated from the transistor, and then the T equivalent circuit inserted for the 
transistor. We now have an equivalent circuit for which we could develop formulas 
and solve the circuit using the basic theorems if we had the values for the com- 


ponents in the T equivalent circuit for the transistor. 





+20 +100v -150v 





= = FIGURE 14 p 


Consider the circuit in Figure 14. Note that this is a very similar configuration. 
It is simply a common base transistor amplifier with the orientation of the com- 
ponents a little different in the schematic diagram. Figure 14 also shows the 
equivalent circuit of the amplifier for low frequencies and small signals. Note 
that the components that are not applicable in the particular model that we are 
constructing are neglected. We try and keep the model as simple as possible to 


accomplish the particular goal that the model is designed for. 


The transistor model that we have been discussing is referred to as a functional 
model, It is a model of a transistor that gives insight into the function of the 


transistor, electrically in a circuit, but does not give complete insight as to 
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the physical action of the transistor when it is operating in the circuit. We 
have started with the T equivalent circuit because it is the functional model 
that most closely approaches a physical model. The parameters associated with 
the T equivalent circuit are to a great degree related to the physical action of 
the transistor. The parameters are, however, related to measurements taken on a 
transistor external to the device. These measurements are then applied to con- 
structing a model and allowing the analysis and prediction of the operation of 


the transistor in the circuit configuration. 


If we were only interested in what voltage gains the transistor would offer under 
a given set of conditions, we might represent the transistor and its circuitry by 


the functional model such as shown in Figure 15. 





А, - voltage gain 
FIGURE 15 


Note in Figure 15 that the transistor is simply represented by a box, and the box 
is designated as having a voltage gain of 20. If we knew the considerations that 
apply to this functional model, we could expect to put in a certain level of 
signal voltage on the input terminals and find this signal voltage amplified 20 
times at the output. We would not be concerned with what is happening inside the 
box. This is an extreme example of a functional model, but it does bring out that 
it is not as concerned with what is going on inside the device. A functional model 
is concerned with what happens external of the model. We might consider that 
Figure 16 is at the opposite extreme in that it is a physical model of the 
transistor action. Note that the physical model, as shown in Figure 16, might 
give more insight into the internal workings of a transistor and yet offer diffi- 


culties when trying to analyze the electrical action of the device in circuitry. 


The T equivalent circuit is one attempt to bring together the functional and 
physical model. The parameters and arrangement of the components in the model try 


to give insight into the device and yet give parameters that can be used 
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functionally to allow analysis of the transistor in a configuration. 
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The functional model will be limited in that it will be valid only under the con- 
ditions that the parameters were measured. |f the parameters are used under a 
different set of conditions, they will have to be modified to fit that particular 
application. Ме cannot neglect the direct current characteristic of the transis- 
tor and its configuration, and its effect on the small signal considerations. 
Since the direct current or static operating conditions of the transistor will 
govern to a great extent the parameters for a small signal configuration, these 
must definitely be taken into account. Consider the circuit in Figure 17. In 
earlier studies, we have established that for amplifier operation, the transistor 
should have the collector reverse biased and the emitter base junction forward 
biased, if linear amplification is to be accomplished. The transistor in Figure 
17 must of necessity have its emitter base junction forward biased and its 
collector junction reverse biased. A negative 20 volts is applied through the 
collector load resistor to the collector of the transistor. The emitter is re- 


turned to ground through a 10.1k2 resistor, and the base level is established by a 
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voltage divider circuit from the negative 20 volt supply to ground. 
(GERMANIUM TRANSISTOR) 





= = = -20V 
FIGURE 17 


The level at the base can be approximated by using Thevenin's Theorem or basic 
voltage divider theory. The voltage across the l0.lk, if we disregard the base 
current (using Thevenin's Theorem we could break the lead going to the base of 
the transistor and solve for the open circuit voltage at the top of the 10.1k 

resistor), we сап say that the voltage at the top of the 10.1k resistor at the 


10.1k 1 
base is equal б-чу ою. This gives an open circuit voltage at the 


base of the transistor of approximately 4.57v. Since the emitter base junction 
is forward biased, we can expect only a few tenths of a volt from emitter to 
base. The emitter is very close to 4.57v. Since the 10.1k in the emitter in 
Figure 17 is returned to ground, the 10.1k resistor must drop approximately 4.5v. 
It then becomes a simple Ohm's Law problem to determine the current through it. 


ix T is a little less than 0.45ma. We might carry this further and assume that 


approximately the same amount of current flows in the collector that flows in 
the emitter, and the collector current is approximately 0.45ma. Since the 
collector load resistance is 25k, the product of 25k and 0.45ma will give the 
drop across the collector load resistance. The drop is approximately 11.2v. 
Subtracting this from 20v, we have a voltage at the collector of approximately 
8.8у. Since the emitter is at approximately 4.5v, the collector to emitter 


voltage is approximately 4.3v. 


You might think that we have neglected some important factors in our approximation; 
however, assuming the base current to be 0 is justified in this case, since the 


emitter current is only 4.5ma. Even assuming a low d-c beta of perhaps 20 or 30, 
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the base current is only 1/20th or 1/30th of the emitter current, and does not 
throw our calculations off too far. To establish the d-c levels and determine if 
parameters are valid, approximations such as we have just used are sufficient in 
most cases. If the d-c parameters of the transistor are available, then a 
thorough use of the basic theorems, Ohm's, and Kirchhoff's laws yield more exact 
results. Persons familiar with vacuum tubes and passive circuitry sometimes seem 
to assume that all the basic laws and theorems have suddenly been repealed be- 
cause someone used a transistor in the configuration they are investigating. As 
we have just seen in dealing with the transistor in Figure 17, Ohm's Law is still 
in force, and we can readily approximate the d-c currents and voltages in the 


transistor circuit, 
OTHER FUNCTIONAL MODELS: 


As previously discussed, the functional model of the transistor simply provides 
a kit of tools to allow analysis of the transistor in a specific configuration. 
The T equivalent circuit that was previously discussed is a functional model and 
provided parameters for dealing with the transistor in an amplifier configuration. 
Ohm's and Kirchhoff's laws and applied to the equivalent circuit to obtain formu- 


las for solving for gains and impedance levels. 


Most functional models are not concerned with the internal workings of the tran- 
sistor or the particular device being represented. They are concerned with how 
the device reacts when placed in a configuration. Most equivalent circuits are 
formulated by making measurements on a configuration such as shown in Figure 18. 


BLACK BOX 





FIGURE 18 
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The device for which a representative model or equivalent circuit is desired is 
assumed to be in a black box with two input terminals and two output terminals. The 
input terminals are designated with the number 1; the output terminals are designated 
with the number 2. This approach is referred to in several ways. The black box 
approach, two-part formulations, etc. An equivalent circuit obtained by making 
measurements on the black box as shown in Figure 18 will vary with the type of 
measurements made and the values obtained. Since we have already discussed that 

the voltage versus current characteristics of a transistor are non-linear, we might 
wish to obtain a small signal, low frequency equivalent circuit for the transistor. 
By assuming it is in a black box, we could make incremental measurements on its 
terminals and obtain parameters which are essentially linear and can be inserted in 
an equivalent circuit. The T equivalent circuit already discussed is a form of 
functional model and similar measurements must be made in order to obtain parameters 


for the T equivalent circuit. 


We will discuss a number of functional models or equivalent circuits based on the 
measurements made on the black box as shown in Figure 18. The important point to 
remember at this time is that all of the functional models we will be discussing 

are based on measurements made on a configuration such as shown in Figure 18. If 
incremental measurements are made, the results will be essentially linear-and-we— 
can consider the black box to be a linear four-terminal network. This is assuming 


we are trying to obtain a low frequency, small signal equivalent circuit. 


Let's assume that we want to obtain a low frequency, small signal equivalent circuit 
for a transistor for use in analyzing or predicting circuit impedances and gains 
when a transistor is used in a configuration. Since the transistor has three 
terminals - the emitter, base, and collector - one of the terminals can be made 
common, and the configuration such as shown in Figure 19 can be used to make 
measurements on the device. In the measurements configuration in Figure 19-a, the 
input voltage is being varied incrementally, and the input voltage and current are 
monitored by meters. So that the output voltage will have no effect on the measure- 
ments, the output has been a-c short-circuited by a large capacitor. The transistor 
itself is shown as nothing but a black box since the functional equivalent circuit 
is not interested in what the device is, but rather what it will do when placed in 
circuitry. Once the measurements in Figure 19-a are made, it is a simple matter to 


use Ohm's Law to determine the small signal resistance between the pins numbered 1 
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in the diagram. 











FIGURE 19 


The resistance, let's call it hu is equal to the incremental change in the voltage 
between pins | and 1 divided by the-incremental change in current that occurs. Of 
course, this is assuming that the output voltage has been held constant as a result 


of the large capacitor shorting the pins numbered 2 together. 


Figure 19-b shows the measurement set-up for determining the effect of an incre- 
mental input current change on the current in the output circuit (the current gain 
of the device in the black box). Once again, in Figure 19-b, the output points have 
been essentially shorted together with a large capacitor so that the output voltage 
will not have an effect on the measurement. The measurement is made by applying 

an incremental change in input current and noting the change in the output current. 
It is a simple matter then to determine the current gain by dividing the measured 
change in the output current by the applied input current change. This measurement 


is also made with the output voltage held constant. 


Figure 19-c shows the measurement set-up for determining the effect of the output 
voltage on the input voltage. An incremental change in output voltage is applied 


and the input voltage is monitored by a meter. The input current is held constant 


by essentially keeping the input circuit a-c open circuited. This might involve a 
large reactance such as a large inductance to maintain a constant input current. 
The effect of the output voltage on the input voltage can be obtained by dividing 
the measured change in input voltage by the applied change in output voltage. 


Figure 19-d shows the measurement set-up for determining the effect of changes in 
output voltage on the output current. The input circuit is essentially a-c open 
circuited so that the output current will not be effected by variations in the in- 
put current. An incremental change in output voltage is applied and the output 
current monitored. It is once again a simple matter to determine the resistance 
between the two pins numbered 2 by dividing the incremental change in the applied 
voltage by the incremental change in the current. For the particular model for 
which these parameters are to be used, the output conductance is desired. The 
values gained from the measurements in Figure 19 are measured for what is termed 

a hybrid equivalent circuit for a transistor. You will note in Figure 19 that two 
separate types of measurements were made. Measurements that could be referred to 
as short circuit measurements, since the output was essentially a-c short circuited 
to hold the output voltage constant, and measurements were made in which the input 
was essentially held a-c open circuited so that the input current would remain con- 
stant. Since the particular equivalent circuit that we are going to discuss in- | 
volves two separate types of measurements, it is referred to as a hybrid equivalent 
circuit. The parameters associated with this equivalent circuit are also referred 
to as hybrid parameters. These parameters are designated with an "h" to indicate 


that they are hybrid parameters. 


Me should keep in mind that the other functional equivalent circuits that are dis- 
cussed later in this volume are arrived at by making similar measurements on a black 
box. |n this particular case, the black box contained a transistor. It might, of 
course, be a transistor, a resitive network, or any electronic device that we would 
like to represent with an equivalent circuit or model to simplify the analysis and 
design. Another thing that should be kept in mind is that, due to the inherent non- 
linearity in the transistor circuit, the parameters will be different at different 
quiescent or d-c points of operation. Therefore, when these parameters are stated, 


the point of quiescent operation should also be stated. 


The functional equivalent circuit is limited in that it must be used only under a 
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given set of conditions. The particular equivalent circuit that we gain parameters 
for in Figure 19 is only valid at low frequencies under small signal conditions at 
the particular point of operation at which the parameters were measured, Along 
with this, the parameters are effected by the configuration that the transistor is 
in within the black box when the measurements are made. In other words, the para- 
meters will be different for the common emitter, common base, or common collector 


configuration. 


We will first investigate the hybrid equivalent circuit and then show the relation- 
ship between the hybrid and other equivalent circuits and their parameters. Since 
they are all based on the measurements outlined in Figure 19, it is very easy to 
transpose from one functional equivalent circuit and set of parameters to another. 
The particular type of equivalent circuit that is used depends on a number of things. 
It might be the ease of measurement of the parameters; it might be the parameters 
that are most commonly stated by the manufacturer, and even personal preference 
enters into the consideration of which equivalent circuit is to be used. Some 
equivalent circuits will not lend themselves well to dealing with the higher fre- 


quencies, while others offer other limitations. 


It should be remembered that, under the conditions the parameters were measured, 
any of the equivalent circuits is as valid as the next, and the particular one that 
is used as a functional model will probably boil down to personal preference of 
the user. Since they are all functional models and are valid, we will not try to 
indicate that one is better than the next. 


hi2 h 
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FIGURE 20 
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Figure 20 shows the hybrid equivalent circuit of a transistor for low frequency, 


small signal operation. 


The h in the symbols indicates that they are hybrid para- 


meters. LIT] indicates the dynamic or small signal resistance that is seen between 


the two input terminals designated with the l. hi2 is a voltage generator that 


indicates the effect of the output voltage on the input voltage. 


Notice that the 


input is a closed loop between the | terminals that were shown on the original 


black box. hu 


indicates the resistance that is seen between the two input termin- 


als, and ШИ indicates the effect of the output voltage on the input voltage, 


allowing a closed input loop to be drawn. 


The transistor will exhibit a certain 


current gain between the input and the output terminals, and this is illustrated 


by the current generator symbol designated LAE hoo represents the imperfections 


of the current generator. Since it is impossible for hoy to be a perfect current 


generator, the conductance that shunts the current generator is shown and designated 


hoo. In other words, this is the dynamic 


put terminals designated 2. 


It is well to stop and note at this point 


conductance that is seen between the out- 


that the equivalent circuit shown in 


Figure 20 and obtained from the measurements made in Figure 19 does not indicate 


the internal physical workings of the device, but simply electrical symbols and 


circuit. 


"parameters that show the electrical functioning of the device when placed in a 
Also, and this might sound repetitive, the parameters gained for insertion 


in the equivalent circuit in Figure 20 are only valid under the conditions set by 


the measurement environment. 
the frequency and signal considerations. 

low frequency situation, a new equivalent 
the parameters modified to do an analysis 


h,, in Figure 20 can be found using Ohm's 


n 
v2 is held constant. This is illustrated 


In other words, the d-c or static operating point, 


If the parameters were measured under a 
circuit would have to be constructed, and 


at the higher frequencies. 





1 
T— , assuming 
"и 
When dealing with h 


Law and the formula ШҮ 


in Figure 19. n 


both the dependent and the independent variables are measured at the input. The 


applied input voltage is measured between 


the input pins designated 1, and the 


change in current is measured at the input and, as a result, the parameter is 


designated hi V 


There is only one parameter in this equivalent circuit for which 


values are gained by the measurement of both the dependent and independent variable 


at the input terminals. 


This is the dynamic input resistance. 
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The parameter ШҮҮ however, has the dependent variable measured at the input, and 
the independent variable measured at the output. An applied voltage is inserted 
between the terminals marked 2 in the output and the change in the input voltage is 
measured to gain values for calculating ШҮҮ The first number in the parameter 
designation indicates the point at which the dependent variable was measured, and 
the second number indicates the point at which the independent variable was measured. 
In the case of ШҮҮ the dependent variable is measured at the input or terminals 
marked 1, and the independent variable was measured into the output terminals or 
the terminals marked 2. Therefore, it is designated ШҮҮ ШҮ is the voltage 
generator indicating the effect of the output voltage variations on the input vol- 
tage. hoy is the current gain parameter of the device. It indicates the effect of 
the input current on the output current. Since the dependent variable is measured 
at the output (terminals marked 2) and the independent variable is measured at the 


input (terminals marked 1), it is designated hoy: 


hoo is the dynamic output conductance of the transistor and it is found by dividing 
the incremental change in the output current by the incremental change in the out- 
put voltage. Both the dependent and independent variables are measured at the out- 
put or terminals marked 2, and designated hoo: This is the only parameter in this 


—equivalent circuit that can have this designation. 


We have four parameters in the hybrid equivalent circuit that may be used to repre- 
sent the transistor in a configuration. The particular parameters that were gained 
for the equivalent circuit in Figure 19 were measured at low frequencies with small 
signals applied and with a given quiescent or d-c operating point. The parameters 
are not valid if these conditions are not met. Therefore, if these parameters were 
stated as the parameters for the particular device (in this case a transistor), the 
conditions under which the parameters were measured must also be stated. This, of 
course, is one disadvantage of this type of a functional model when dealing with 

a non-linear device, such as a transistor. A linear four-terminal network is only 
valid for linear devices. So that the transistor can be assumed to be a linear 
device, incremental measurements must be made for signal considerations. Since 
these incremental measurements will yield different parameters at different static 
points of operation, they are only valid at the particular point of operation at 
which they were measured. There are methods which will be discussed later by which 
the parameters may be adjusted for different operating points and for different con- 
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figurations, even though they were measured under one set of conditions and for a 


given configuration. 


If the parameters are measured for a specific configuration, such as the common 
emitter, common base, or common collector, a letter following the parameter symbol 
will designate the common element in that configuration. If the parameters in 
Figure 20 were measured for a common base configuration, the parameter hi becomes 


h 
1157 
that the common base is the reference configuration and, if the configuration is not 


A number of transistor manufacturers and persons generating text books assume 


designated, one must make the assumption that it is a common base configuration. 
Since a configuration is not specified, Figure 20 would be assumed to be an equiva- 
lent circuit for a common base configuration. Ifa parameter is followed by 

the subscript e, it indicates that it is for a common emitter configuration, and 
if a parameter is followed by the subscript c, it indicates that it is for a 
common collector configuration. Simply listing the configurations without a sub- 
script requires that a person assume that it is a common base configuration. This 
leads to confusion, and my personal preference is to always designate which con- 
figuration is referred to by the parameter. Therefore, in this publication, the 
parameters will always have the configuration designated with a subscript letter. 


The exact same parameters as shown in Figure 20 can be designated as shown in Figure 


21. h 


h fb 








FIGURE 21 


hilib in Figure 20 is hib in Figure 21. The h indicates it is a hybrid parameter, 
the i indicates input resistance, and the b indicates that it is a common base con- 


figuration. Therefore, hib is the same as hin: using letter designations rather 
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than the numbers. The third letter indicates which configuration is being referred 
to. hob is the reverse voltage amplification factor, or the generator which indi- 
cates what effect the output veltage has on the input voltage, and is the same as 
LIPPE he is the forward current gain of the transistor; the h indicating hybrid, 
the small f indicating forward current transfer or gain, and the b indicating a 
common base configuration. heb is also referred to as small signal alpha, or sim- 
ply alpha. heb is the same as hoi in Figure 20. hob is the small signal output 
conductance of the transistor. The h indicates hybrid, the o indicates output 
conductance, and the b indicates a common base configuration. The use of lower case 


letters for the parameter designation indicates that they are small signal para- 


meters. h 
fe 





1 


FIGURE 22 


Figure 22 shows the low frequency, small signal, hybrid equivalent circuit for the 
transistor in a common emitter orientation. Notice that the equivalent circuit it- 
self has not changed because it is formulated from the same original measurements 
made on the black box as the common base oriented transistor. The orientation of 
the transistor within the black box was changed, however, and therefore, the 
measurement results are different. Parameters for the common emitter configuration 
are necessary for insertion into the equivalent circuit if it is to be used in an 
analysis procedure. You will probably note a big difference between this type of 
a functional model and the T equivalent circuit that was originally discussed. 
When the configuration changed, the T equivalent circuit is changed, and the 
parameters remained constant. With the hybrid equivalent circuit, the equivalent 
circuit or model remains the same no matter what the orientation of the transistor, 
and the parameters are different for each configuration. Since a functional model 


is concerned with results, and much the same results will be obtained if either the 
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T or hybrid approach is used in analysis, the differences involved are not of con- 


sequence. 


Figure 22 has the input resistance designated as hie the h indicates hybrid, the 
i indicates input resistance, and the e indicates that the transistor is in a common 
emitter orientation. The rest of the parameters are similar. hfe is what is nor- 


mally referred to as the small signal beta, or simply the beta of the transistor. 


COMMON BASE: hp, = hy, = hoy, = alpha COMMON EMITTER: he. = ho, = beta 
hy hy th beers ПЕ 
hop = P22 = h22 вое = №22е 
heb z hi2 m hi25 = нь hee p 126 = Hee 
COMMON COLLECTOR: hee = hag 
hic "ис 
hoe * ос 
hre s Mec = Pre 


FIGURE 23 


Figure 23 lists the parameter designations commonly used for the hybrid equivalent 
circuit for the three configurations. Remember that these parameters are for the 
low frequency, small signal operation and must be given at a specified static oper- 
ating point. The parameters will be different at different static operating points. 


hop = COM. BASE - SMALL SIGNAL OUTPUT CONDUCTANCE, INPUT a-c OPEN CIRCUITED 

hy, = COM. BASE - SMALL SIGNAL INPUT RESISTANCE, OUTPUT a-c SHORT CIRCUITED 

hi, = COM. BASE - SMALL SIGNAL REVERSE VOLTAGE TRANSFER RATIO, INPUT a-c OPEN- 
CIRCUITED 

he, = COM. BASE 

в. = COM. EMITTER | SMALL SIGNAL FORWARD CURRENT TRANSFER RATIO, OUTPUT a-c SHORT- 

fe CIRCUITED 

he, = COM. COL. 


OTHER PARAMETERS CORRESPOND WITH THE SUBSCRIPT b REPLACED TO INDICATE CONFIGURATION 


USED. 
FIGURE 24 


Figure 24 lists the common parameters associated with the hybrid equivalent circuit 
and their definitions. Tables 1, 2, and 3 are specification sheets that have been 


reprinted with the permission of the particular manufacturer involved, and illustrate 
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how small signal parameters might be designated for the transistor. 
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FIGURE 25 


Figure 25 shows the schematic diagram of a simple transistor amplifier. The tran- 
sistor in this particular application happens to be in a common emitter configur- 
ation. Shown beside the schematic is the equivalent circuit with the hybrid 
equivalent circuit substituted for the transistor. Like the examples used when 
substituting the T equivalent circuit for the transistor, only those components 
which have an effect on the signal at the frequency of interest are inserted in the 
equivalent circuit. In the small signal equivalent circuit, the biasing batteries 
are assumed to be perfect batteries and, therefore, having zero resistance, are 
disregarded. Any reactive components that are not effective at the particular fre- 
quency of interest are disregarded and the equivalent circuit is as shown in 
Figure 26. The transistor has been replaced by its hybrid equivalent circuit, made 
h 


up of h hte and hoe" The actual values of the voltage and current gener- 


їе” "ге" 
ators in the equivalent circuit are determined as shown in Figure 26. The voltage 
generator is the product of he and the output voltage variations. The current 

generator is the product of he and the input current variations. Figure 26 shows 
the equivalent circuit without configuration designation such as common base, 

common emitter, and common collector configuration. Figure 26 will be used in de- 
riving some transistor gain and impedance formulas. Since the equivalent circuit 
is the same for all three configurations, the gain and impedance formulas derived 


will be valid for all three configurations if the parameters for that configuration 


тема жм) | қомы 
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to be analyzed are inserted. 








FIGURE 26 
DERIVATION OF TRANSISTOR A-C FORMULAS: 





When an a-c equivalent circuit of the transistor and its configuration is drawn, 
the transistor is replaced by its hybrid equivalent circuit and only those compon- 
ents seen by the a-c signal, governed by the considerations under which the para- 
meters were measured, are placed in the equivalent circuit. Under a different set 
of conditions, a new equivalent circuit must be used, For instance, a high fre- 
quency analysis would require high frequency parameters, as the parameters measured 


at the low frequencies cannot be used. 


To gain useable formulas, in terms of the parameters, for dealing with analysis of 
a transistor configuration, Kirchhoff's equations are written for both closed loops 


іп the equivalent circuit, and these solved for the a-c transistor formulas. lt 


should be made clear_at this point that the exact formulas that we will formulate 
are not too often used in day to day approaches to circuitry. Approximate approaches 
will be formulated later that are based on these exact approaches. The approximate 


approaches will probably find the most use. 


The initial Kirchhoff equations are in terms of circuit components, parameters, 
currents, and voltages. The final equations will be in terms of only the parameters 
and circuit components. The formulas will apply with any applied currents and 
voltages as long as they meet the conditions under which the parameters were mea- 


sured, 
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Referring to Figure 26, the algebraic sum of the applied input voltage, the voltage 


drop across his and the voltage generator h, Your must equal zero.  (Kirchhoff's 


ut 
Voltage Law, the sum of the voltage around the closed input loop, equals zero.) 


The basic input equation becomes: 


= i, + 
0-у, жҺ Vin he Vout 


The output current бою is the product of the current amplification factor of the 


transistor (hp), and the input a-c current Cin) added to the current through the 
output conductance (h). The current through the output conductance is determined 
by the output voltage variations (Vout) and must be added to the formula. The 


basic output equation for any configuration becomes: 


Om d aet hp Vp fifi out 


(Kirchhoff's Current Law writing a nodal equation for point 2 in Figure 26.) 


A set of equations can be derived by using the basic input and output equations 
just written for the closed loops in the equivalent circuit. The parameters and 
Circuit components can then be substituted for the currents and voltages involved. 


CIRCUIT CURRENT GAIN: 


The basic equation for the current gain of the equivalent circuit in Figure 26 is: 
A lout 


i hin 


Starting with the basic output equation; 


vw he um 2 8, Vout А4 Tout 


and by Ohm's Law, v t= Rd t and substituting this into the basic output 


ou L ou 


equation: 


0 = he Tig * Po FL Tout * lout 


Factoring out lout? 


ОН; т, + (hy R +1) Vous 


In solving for ‘out, which is Ар 


‘in А 

















Миша | ити кшш т=з | чин || нээнэ О (шз | эмн 


Al 


The equation for current gain in terms of parameters and circuit components be- 
comes: he 

Mi LR ho к 
This formula, as well as others that will follow in this example, may be used to 
determine the current gain of any of the three configurations if the proper para- 
meters and circuit components are inserted. This, of course, is because the equi- 
valent circuit is based on the measurements made on the black box or linear four- 
terminal network, and the orientation of the transistor does not enter into it. 
Only the measurement results which give the parameters for insertion into the 
equivalent circuit will be governed by the orientation of transistor. А major 
difference between the hybrid equivalent circuit and the T equivalent circuit is 
that the hybrid equivalent circuit and the gain and impedance equations are the 
same regardless of the orientation of the transistor, whereas the T equivalent cir- 
cuit has different equations and equivalent circuits for each of the three configur- 


ations. 


CIRCUIT VOLTAGE GAIN: 


The basic equation for voltage gain is: 
T- У 

А out 
У У 

їп 


To formulate an equation for the voltage gain in Figure 26, the Kirchhoff equations 


can once again be used: 


б he Чо hs Vout out 
By Ohm's Law: Vout 
lout = R 
Substituting for Е d 
1 out 
O's he Чи hs Vout R 
L 
To gain an expression for п" transpose: 
mw + i, + 
0 Vin hi Чи hr Vout 
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to read: 





and substituting for қы 


-У hv 
іп. мек) out 
E hi 1 * Po Yout * TROC 





Factoring Yo and rearranging: 


ut 
: һе (=) 
ho tinge? hi 

















1 1 
апа 
“Үүр h 1 he he 
: ot Rh 
L i 
to get: ёс 
out Thy x 
"Fig. Wo lh Вер 5 
Ч САА чаг 
L i 


Expanding the denominator and multiplying by R: 


шал 


and the equation for circuit voltage gain is: 
А DER, 
У "АВ 8 * hi 


where: 
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INPUT RESISTANCE: 


The equation for a-c resistance as seen at the input terminals of the transistor 
circuit can be formulated using the basic equation: 


Ozv th * 
Vin i ‘in hr Vout 




















i i in r out 
Transposing: 
-v v 
= В hi +h s 
in in 
Vout 
To find an expression for i » the basic output equation is rewritten: 
in 
о-һ1, +(h+b)y 
У. m o R j ot 
Vout 
and solving for Lt 
in 
out > 
її 
Yo t 
Substituting for i "t in the equation: 
in 
-v v 
Буг ал л, Ло 
i ei i гі, 
їп їп 
It becomes: 
chy 
nj mhi nh. 1 
сэл 


Rearranging: 
_ hi * (h; ho - he hi) RE 
Гү = T*h R 

o 





L 


and the equation for input resistance is: 
h 
+ 
hi A к 


ATE Ri 


where: 


h 
А 2h, hs 7 he hi 


OUTPUT RESISTANCE: 


To formulate an equation for the a-c output resistance of the circuit, the current 
generator in Figure 26, along with its shunt conductance, is replaced by a voltage 
generator and its series resistance. Dividing the value of the current generator by 
its shunt conductance gives the value of the voltage generator. The series resis- 
tance is the reciprocal of the output conductance. 

Since the desired information is the resistance as seen looking in the output ter- 
minals, the driving generator is moved to the output as illustrated in Figure 27. 
The driving source resistance (RJ will effect the output resistance; therefore, 


it is left in the input of the equivalent circuit. 


The input current and voltage relationship can be written: 


h bh. d. P 


v з 
r out ісіп 4 іп 


and the output current and voltage relationship can be written: 


i hd 
out f in 
у = RL іе + h * 





o o 


The driving source (vg) in the right hand diagram in Figure 27 sees a series cir- 
cuit of RL and E shown in Figure 28. 


| 





————— 


FIGURE 27 





FIGURE 28 


The equation for Vg can read: 


v =R i 


+ i 
g out Го out 


Substituting for M" in the output equation: 


Subtracting R 








i 
out , he i 
қ out = Го out 8, fout hem C 
o h 
o 
bout from both sides and dividing through by 1“. 
1 he Vio 
کے + سے = رم‎ 
o. h h i 
o o out 
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Solving the input equation to obtain an expression for i 


h v 
і г ош 


‘inh, +R 
i 9 


and by Ohm's Law: 








i _ out 
out то 
Substituting for iin and 15 in the equation for Го: 
hr out 
1 hy +R, he 
rept هو‎ 1 
o h У h 
о out o 
r 
° 
Simplified: hz her 
patty =f 2. 
лэ Ry 
Rearranged: = 
h, +R 
Poe 
o Ah, һ А 
о 
Where: 
h 
4 -hi hy - heh. 


in 


The parameters for the transistor are measured at a given d-c operating point and 


configuration. 


If other than the situation under which the parameters were mea- 


sured exists, the parameters for the transistor must be adjusted for the configur- 


ation and operating point used before insertion into the equations. 


These are a-c equations, and the components and parameters inserted in the equations 


must be a-c components and parameters. As an example, RL in the equations must be 


the actual a-c or signal load resistance the transistor sees at the frequency of 


һ7 


interest. If the collector load is shunted by the input circuit. of the following 
stage, this must be taken into account when calculating the a-c load resistance. 
These formulas are useable with any low frequency small signal configuration if the 
proper parameters for operating point and configuration are inserted. Figure 29 
lists the equations for the hybrid equivalent circuit when dealing with small sig- 
nals and low frequencies. Since the formulas remain the same regardless of the 
configuration, the configuration has not been specified in the equations in Figure 


29. The parameters are different for each configuration. 


Figure 29 also lists conversion formulas for transposing from common base to common 
emitter or common collector. Of course, the formulas listed in Figure 30 can also 


be transposed to solve for any unknown value. 


To take external series shunt or feedback components into account, Figures 30 and 
31 list formulas to allow the modification of the h parameters when there are ex- 
ternal or feedback components involved. When external series, shunt or feedback 
components are involved, the original parameters can be adjusted for operating 


point, then inserted into the formulas in Figures 30 and 31. 


The resultant parameters (gtven with an X in parenthesis to indicate they-are 
modified parameters) may be inserted directly into the gain and resistance formulas 
for the hybrid circuit previously discussed. When this is done, there is no need 
to include the external components in the equivalent circuit because they are now 
part of the equivalent circuit and represented by the modified parameters. If the 
parameters are not modified using the equations in Figures 30 and 31, the basic 
theorems must be applied to solve for the effects of series, shunt, or feedback 
components. Either way is just as valid, and personal preference will play a part 
in selecting the approach. When more than one stage is involved, such as the 


transistor cascade in Figure 32, some initial considerations must be made. 


TWO-STAGE A-C ANALYSIS PROCEDURE: 


The parameters of the transistor must be known if the hybrid approach which we 
have just discussed is going to be used. Parameters are given in the manufacturers' 
reference under a given set of conditions (i.e., frequency, static emitter current, 


collector voltage, etc.). 


These equations are for any configuration. Insert the parameters for the configur- 


ation to be analyzed. 
h 


hi ЖА RL 
Input resistance: r; =FR R 
o L 
hi *R 
Output resistance: r - h 
иг 
S8 
^r 
Current gain: ^i «пек 
ої 
-he R 
Voltage gain: А, = h f L 
4 в +В, 
2. 
he к, 





Power дат: А = 
Р h 
(+h, R) (a 8, 8) 


WHERE: AF = h ман 


i Ғ “к 
R = a-c load resistance 


g^ = input generator resistance 


NOTE: heb is a negative quantity. 


COMMON BASE COMMON EMITTER COMMON COLLECTOR 


PARAMET ER CONVERSION FORMULA CONVERSION FORMULA 


h 
ib 
or h Е в, = 


h 








h 
NOTE: Ay = hi hob - heb hep. 


FIGURE 29 
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MODIFIED h PARAMETERS TO INCLUDE EXTERNAL AND FEEDBACK RESISTANCES 






TRANS ISTOR, 















1 ANY 2 
ORIENTATION 
INPUT OUTPUT 
1 2 
R, 
x 
TRANS ISTOR, 
1 ANY 2 
ORIENTATION 






TRANS ISTOR, 
ANY 
ORIENTATION, 






INPUT OUTPUT 


FIGURE 30 


he + 1) R. 
Ба ге 
i (x) i тек А 
о х 
h 
h nl 
o(x) ШЭНЭ 
1 heh kK 
f(x) гэв, 
h *h R 
h > چ‎ ыс: т 
r(x) JOE SR 
в. К 
в. á nhai 
i (x) в; + № 


(Pe t1) (F7 hp) 

од "ho MFR, 
he к, - hi 

hr) 7 hj FR, З 


; s ad (1 - h,) 
r(x) ^ r hy +R, 


о(х) о 
ШТС) = he 
вх) > h, 
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MODIFIED h PARAMETERS TO INCLUDE EXTERNAL AND FEEDBACK RESISTANCES 












R 
х 
тою =; h; +R 
TRANS ISTOR, Ж? 
1 АМУ 2 и) = "s 7 RR 
ORIENTATION 
R 
h =h x 
INPUT OUTPUT f(x) ~ "Fh FR 
! х 
R 
х 










h a hake he he К, 
(0) 77171238 
D CX 
TRANS ISTOR, 8, 
! ANY 2 hypo 
ORI ENTAT ION olx) Z 1 + ho Ry, 
Nr 
INPUT OUTPUT f(x) 7 1 + ho Ry, 
he 
h жара сқа ар 
1 2 r(x) ~ T# hy RY 
"ipo 7 i 
TRANS ISTOR | 
ANY ° ho) 7 "o * E 
ORIENTATION 
he (x) = he 
Pe (x) = 





FIGURE 31 
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Vec 10V 
Ri 
3.9K 
PARAMETERS 
EET 
-4 
hye = 3-37 x 10 
hja = 14000 
e 
hoe = 27umhos 
Аһ 2% 107 





FIGURE 32 


Ohm's Law, Thevenin's Theorem, etc., can be used to determine the static emitter 
current and collector voltage for the circuits to be analyzed. The parameters, of 
necessity, must be adjusted to this set of conditions. Another method might be to 
measure the parameters of the transistor on the Tektronix Type 575 Transistor Curve 
Tracer at the operating point of the transistor in the circuit. If the parameters 
for the transistor are given in terms of common base, they must be converted to 
common emitter parameters for use with the configuration in Figure 32. 


When two transistor amplifier stages are cascaded, the equivalent circuit will 
show the bias network and the input resistance to the second state as appearing 

in parallel with the load resistor of the first stage. Since the input resistance 
of the first stage is dependent on the input resistance of the second stage, we 
must solve for the input resistance of the second stage before dealing with the 
first stage. We might conclude from this that the second stage must be approached 


before the first stage. 


The parameters might be obtained from a specification sheet, such as shown in 


Figure 33. The hybrid small signal parameters other than hte are given as common 
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base parameters in Figure 33. These must be changed to common emitter parameters 
for analysis of the configuration in figure 32. Figure 34 lists all equations 
needed to transpose hybrid parameters from one configuration to another. It also 
allows the T equivalent circuit parameters to be found when the hybrid parameters 
are given, or the hybrid parameters to be found if the T parameters are given. 


The parameters are for a given d-c operating point. The operating point is Ima of 
emitter current, and 20v of collector voltage for the transistor in Figure 33. If 
the operating point is other than that of which the parameters are given, the 
parameters must be modified for the new point of d-c operation. A chart such as 
shown in Figure 35 is sometimes supplied by the manufacturer and may be used to 


modify the parameters to the new operating point. 


In analyzing a two-stage amplifier, such as shown in Figure 32, the first steps 
might be to find the gain and input resistance of the output stage. The equivalent 
load resistance of the first stage can then be found by paralleling the biasing 
resistors, ғ апа Тєр with Tio and Rue This equivalent value is the load resis- 
tance of the first stage. Voltage and current gain will be governed by this a-c 


value and not the d-c load resistance. 


To determine the interstage gain, the equations in Figures 30 and 31 can be used 
to modify the parameters to take into account the series or shunting components, or 
the formula below can be used with the configuration in Figure 32. Current gain of 


the interstage network; 


A = 
i (interstage) ga жг 


Мһеге "eq is the parallel combination of Ru Rao and Reo: Since all of the 


driving current will not enter the input of the transistor, this same approach can 
be used in the input circuit of the first stage. 
r 
as 


А} (pre-stage) ^ Теа * ГИ 


Мһеге к is the parallel resistance of Rey and Rey: The interstage voltage gain 


is unity as long as no impedance is placed in series with the signal. 


(NUMERICAL VALUES ARE TYPICAL FOR THE 2N525 AT IMA, 5V) 
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FIGURE 34 
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FIGURE 35 
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Pre-stage voltage gain is less than unity because the generator resistance, Ro? 
must be considered. Ra is in series with r equivalent of the input stage. Pre- 
stage voltage gain can be solved by using the formulas in Figures 30 and 31, or 


the formula: 
» 
n (pre-stage) " г. +R 
eq 9 


Мһеге Red is the parallel of DTE Rey and Rus 


Notice that these formulas are nothing more than basic current and voltage divider 


theory applied to the transistor circuit. 
STEP BY STEP TWO-STAGE ANALYSIS PROCEDURE: 


The following assumes that the basic theorems, current and voltage divider theory 
theory are utilized, rather than the equations in Figures 30 and 31. 


A. Determine the proper parameters for the operating point of the circuit configur- 
ation under analysis. 

B. Calculate the input resistance of stage 2. = 

C. Calculate the equivalent load resistance of stage 1. 

D. Calculate the input resistance of stage 1. 

Е. Calculate the voltage and current gain for both stages. 

Е. Calculate the pre-stage current gain and voltage gain. 

G. Calculate the interstage current and voltage gain. 

Н. Take the product of all current gains for total current gain. 

|. Take the product of all voltage gains for total voltage gain. 

J. Take the product of total current and total voltage gain for total power gain. 


As an example using this procedure, the following is the solution of the two-stage 
amplifier in Figure 32 using the parameters listed. 
Input resistance of the second stage: 


_ Pie tahe R 
127 148 R 
oe 


3 -2 3 
L Ll x 10 + 2.3 x 1077 3.9 × 10 | ss 


2 
1 1+ 27 x 107° 3.9 x 10? 


мешың үеэ | үнэр | эмэ 


The 


The 


The 


The 


The 


The 


The 
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equivalent small signal load resistance of the first stage: 


R = d 
Ll(a-c) ˆ سے‎ 
Ru 





input resistance of the first stage: 


h 
hig * ARL 1h x 107 + 2.3 x 1072 0,917 x 10? 
в = -6 3 ты 
oe L 1+ 27 x 10 0.917 x 10 


voltage gain of the second stage: 


Pre PL ы, 3.9 x 10? 
н -2 3 REL 
A eR the 2.3 x 10^ 3.9 x 10° + 1.4 x 10 
current gain of the second stage: 
h, 
қық о з 
oe L 1+ 27х10 3.9х 10 
voltage gain of the first stage: 
hfe RL М 0.917 x 10? 
= 5 3 3 = 28.35 
^eR *hi, 2.3 x 10 ~ 0.917 x 10° + 1.4 x 10 


current gain of the first stage: 


h 
fe hs 
۸ چ چم د‎ з= 


il T+ hoe RL 1+ 27 х 1076 0.917 х 10 


interstage voltage gain is unity. 
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The interstage current gain: 


А Е гед _ 2.86 x 10? - 0.68 
i(interstage) ~ r_ + Ti2 4.21 х 103 ` 


Мһеге: 
1 


Р М | 
eq ^ L—* + 
Ry Rez Rez 


> 


The pre-stage voltage gain: 


гед 1.23 х 105 
2 * = . = 0.452 
v(pre-stage) Fag + Ry 1.5 х 103 + 1.23 х 10 
Мһеге: 1 
го з 1 1 
eq 7 — + — + — 
Ri Rp n 


The pre-stage current gain: = 


А аа 10.71 x 1, ege 
1 (рге-вкаае) © roq Й "РІ 10.71 x 10? + 1.39 x 103 


Where: 1 


rst) 1 
eq ^ -- * 
8) Rey 


The product of all the current gains which is total current gain: 


Ai (total) = (39.8) (43) (0.68) (0.886) = 1030 


The product of all the voltage gains which is total voltage gain: 


^v (total) = (115) (28.35) (0.452) = 1474 
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The product of total current gain and total voltage gain which is total power gain: 


А (total) = (1030) (1474) = 1,518,220 


MODIFIED PARAMETERS FOR TRANSISTOR CASCADES: 


You must have noted that the exact analysis procedure using the hybrid parameters 

is rather an involved process when more than one transistor is in a cascade. This 
is further complicated by the fact that the transistors can be connected in numerous 
ways, therefore, calling for the parameters to be adjusted for a different configur- 
ation. For instance, the two transistors in Figure 36. These two transistors can 
be connected in any of the following ways: 


Common emitter to common emitter 

Common emitter to common base 

Common emitter to common collector 

Common base to common emitter 

Common base to common base 

Common base to common collector - 
Common collector to common emitter 

Common collector to common base 


Common collector to common collector 


OUT 


FIGURE 36 


We have already established that if the hybrid equivalent circuit and parameters 
are used to represent the transistor, the equivalent circuit remains the same no 
matter what the configuration. Only the parameters are different when the con- 
figuration changes. Since this is the case, the equivalent circuit in Figure 37 


is valid for any connection of the two transistors in Figure 36. This is assuming, 
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of course, that the parameters for the proper configuration are inserted in the 


equivalent circuit when the gains and impedance levels are solved. 





FIGURE 37 


Since there are three possible configurations for each transistor, the transistor 
pairs as shown in Figure 36 have nine possible connections. This is the three 
possible configuratjons of the transistors, raised to the power of the number of 
transistors in the cascade. Therefore, three transistors in cascade have twenty- 
seven possible connections, etc. 


hr (equiv) ^t (equiv) 






hi (equiv) 





FIGURE 38 


It is possible to reduce the equivalent circuit in Figure 37 to that shown in 
Figure 38. This is done by combining the parameters of the two transistor cascade 
into one equivalent circuit. The formulas listed in Figure 39 allow the parameters 
for the individual transistors in a transistor cascade to be modified so that one 
equivalent circuit can be used to represent both transistors. It should be evident 


that this should only be used when the total effect of the circuit on an input sig- 
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nal is the desired analysis result. If individual values within the circuit are of 
interest, reducing the transistors to one equivalent circuit is not advantageous. 
The parameters inserted into the formulas in Figure 39 must be for the configuration 
that the individual transistor is in. The subscript 1 indicates the parameters for 
the first stage, and the subscript 2 indicates the parameters for the second stage. 
The parameters should also, of course, be modified using the equations in Figures 


30 and 31 if external or feedback components are present. 


h, hf, h 
hi (equiv) = hu * pof ts 
Vt ho his 

h. he, h 
he. = hate Р] 


Polequiv) = "2 7 вт 
che В 

... №2 
M (equis) T TE РО 
о) P 


hr. h 
h = 7172 
r(equiv) ТЭЭН 
oi 1» 


FIGURE 39 


The equivalent parameters can either be inserted directly into the hybrid formulas 
to solve for gain and impedance levels of the two transistor cascade, or if a third 
stage is present, can be lumped with the parameters of the third stage to further 


reduce the three-stage cascade to one equivalent circuit. 


Let's review that a moment now. If there are more than one transistor in a cascade, 
the equivalent circuit can be reduced to one hybrid equivalent circuit by modifying 
the parameters by using the equations in Figure 39. When more than two transistors 
are in the cascade, two can be lumped into equivalent cparameters and the lumped 
parameters used in the equations in Figure 39 with the parameters of the third 
transistor. These parameters can also be modified to take into account external 
series shunt or feedback components using Figures 30 and 31, and inserted. into the 
conventional hybrid equivalent circuit to solve for gain and impedance levels of 


the entire cascade. 
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TRANSDUCER GAIN: 








FIGURE 40 


Consider the circuit configuration in Figure 40. As previously discussed, the 


following equations can be used to analyze this common emitter circuit: 


h 


: fe 
Current gain, ^i ТЕН R 
oe L 
h R 
— fe L - 
Voltage дат, А = = 
vo hie Fare № 
h, ^* h R 
і ie. Ae L 
Input resistance, r; = ҮЧ Rk 
oe L 


hi R 
А r 
Output resistance, Fo; Th e 


When the transistor is considered as a transducer between the generator and a load, 
the gain is: 


і ee lI 
Transducer gain = power out 
power available from generator 


2 
e 
Power available from the generator is = i 
g 
Power Out 
Transducer gain (T.G.) - „2 


ARS 
4 








і 2 
out Ri 
Т.б. = A 2 
E 
LR 
8 
ці : R, R 
6 گے ے‎ 4 
e 2 
9 


PC ы? MA,’ Ry R 
-9Ut. д, so: 76 ول ي‎ 
Үс ! 2 
А (R +r.) 
in g i 


and substituting in for A; and гы 
2 
Ғе 


(Rg R hoe + Ra “АВ. RL 


ЫЛ R h 
Transducer gain (T.G.) = 


INSERTION GAIN: 


2 
e hi.) 
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The insertion gain is the ratio of the gain with the transducer inserted to the 


gain without the transducer, or: 


transducer gain 


i ат = — T 
Insertion g gain without transducer 


Output power without the transducer, as shown in Figure ША, 18: 





2 (Ве \2 
Cont L g 
P = IR FR 
out RL L 4 
Ri 
R e 2 
Ri te ( RL e ) 
R g +e 
% : ower out РА L ь. L а 
Gain without, transducer = power available from generator | я 2: - Re 
fü Lg 
4R 
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insertion хайнга transducer gain 
nee 8 ~ gain without transducer 


AR, R he? 


L fe 2 
(CR BER AR FRU 


e 


R e 
dn o о 
g VR *R 
20 СМА g^ е. 
2 


Insertion gain — 

















B 
FIGURE ^1 





M. A, G. (Maximum Available Gain): 


If a matched condition exists where the input generator resistance is equal to the 
transistor input resistance (Ry = г), and the load resistance is equal to the 


output resistance of the transistor (RL = E maximum power gain can be accom- 
plished. 


For M.A.G. to be accomplished, the following must be true: 


В «т, and RS zr 
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$їпсе г; is effected by Ri and ын is effected by Ra» the simultaneous solution of 


RL and Ry for a matched condition yields: 


R S hie 
L (matched) ‘alle lis 
R 2 АЛЬ hie 
g (matched) "ы 


If these values are inserted, the maximum power gain will be accomplished and can 
be calculated in terms of the transistor parameters only, and becomes a figure of 


merit for the transistor: 


2 
fe 


2 
1/2 1/2 
УМ any? | 


h 





і Maximum Available Gain (M.A.G.) = [ 
(h 


Эн 
їе oe 
і 2 

М.А.б. = 


h 
fe 
T (Уч hoe “ney = 


Since the M.A.G. is in terms of the transistor parameters only, the M.A.G. of 
different transistors at a given operating point and frequency can be compared and 
used as an aid in selecting the right transistor for the right job. Operating 
frequency must be considered because M.A.G. will decrease as frequency increases. 
! This will be discussed more thoroughly in the section on transistor high frequency 
characteristics and circuits. Equations will also be discussed that allow the 


calculation of M.A.G. at a given frequency. 


€—— 
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APPROXIMATING INPUT RESISTANCE: 


When the transistor is in a common base configuration, the input resistance is that 
signal resistance seen from the emitter to ground or the common point. Any external 
resistance in series with the signal will, of course, increase the input resistance, 
but the signal resistance offered by the transistor can be approximated by the for- 
mula: 


"(іп ut) Rice bulk resistance in the base 
P E(ma) 


The magnitude of bulk resistance in the base can vary from a few tenths of an ohm 
to as high as 302 when seen from the emitter. Typical bulk resistances are shown 


in Figure 42, 


BASE BULK RESISTANCE AS SEEN FROM THE EMITTER 


High Power Transistors Typical High Performance Transistors 
0.10 хо 10 In хо 50 


Some Special Purpose and Low Performance Types - 
50 to 300 


FIGURE 42 


The T equivalent circuit represents the base bulk resistance with the parameter 


г, ав shown in Figure 43A. The base bulk resistance makes up part of h., in the 


b ib 
hybrid equivalent circuit as shown in Figure 43B. The typical value of Tb shown 
in Figure 43A is 2000. It should be kept in mind that there is (8+ 1) more 

current flowing in the emitter as there is in r, 


г 
t ee es b ; $ 1 
of "b as seen from the emitter is = B+ 1) or, in the case of Figure 43A, with a 


ы Therefore, the effective portion 


B of 100, the effective гь as seen from the emitter is 20. This is a typical value 


for medium power, high performance transistors. 
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B 
T equivalent of a common base h equivalent of a common base 
amplifier amplifier 
В= 100 
FIGURE 43 


If we were to approximate the input resistance of the transistor in Figure 43, as 
are disregarding the bulk resistance would make little difference. Suppose, how- 
ever, that the transistor were operating at a d-c emitter current of 5ma. 

26 

E(ma) 





£5.20 


r мт 


Now, the bulk resistance is becoming a significant part of the input resistance and 
cannot be disregarded. This is especially so when we consider approximating the 


input resistance as seen from the base of the transistor. 


Since there is approximately (8+ 1) times as much current flowing in the emitter 
as in the base lead of the transistor, any resistance in the emitter of the tran- 
sistor is magnified by approximately (8 + 1) when seen from the base lead of the 
transistor. The input resistance can be approximated as гы (8 * 1) plus any 
effective bulk resistance in the base. The base bulk resistance is shown by Tb in 
the T equivalent circuit of a common emitter amplifier as shown in Figure hA, 
The value of г. 25 seen from the base terminal їзлэг, (B+ 1) or, in the case of 
the transistor in Figure 44A, 26262. The input resistance is approximately 26260 
plus the bulk resistance Tb of 2000, or 28260. The bulk resistance is included in 


hie in the hybrid equivalent circuit. 





T equivalent of a common h equivalent of a common 
emitter amplifier emitter amplifier 
В= 100 FIGURE 44 


Notice that disregarding the bulk resistance, the input resistance in Figure 44A is 


only off by 2000 іп 28260 when the emitter d-c current is Ima (i.e. т =г. = 260) , 


however, when the d-c emitter current is 5ma (i.e. 5. =r 


к» and (8 + 1) gives an approximate input resistance of 5250 when the bulk resis- - 


ал 5.20), the product of 


tance is disregarded, and an input resistance of 7250 when the bulk resistance is 


included. In the latter case, the bulk resistance just cannot be disregarded when 


approximating the input resistance. 


чу 
сс 


OUT 





FIGURE 45 


Let's approximate the input resistance of the common collector configuration in 
Figure 45. The base of the transistor is at +6v d-c with respect to ground. Dis- 
regarding any emitter-base drop on the transistor, we can say that the emitter is 
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approximately *6v d-c with respect to ground. The бу must be dropped across the 
1.5kQ emitter resistor requiring approximately 4ma of d-c emitter current. Once we 


have established the approximate emitter current in Figure 45, we can approximate 


fe 26 26 
res яз 6.52 
e Tea) Же 


Assuming 20 of bulk resistance, the input resistance at the emitter is approximately 
8,50. This is increased by the factor (+ 1) as seen at the base. Therefore, the 


transistor internal resistance as seen at the base is approximately: 


(B+ 1) 8.50 &(91) (8.520) «773.50 


The l.5k emitter resistor is also seen from the base and magnified by the factor 
(8 + 1). Therefore, the total input resistance is the sum of the internal and ex- 


ternal effective resistances or: 


773.50 + (B + 1) 1.5K 2137.27 


If we had neglected the internal resistance of the transistor, the input resistance 


would have been approximated as: 


(8%1) l.5kz136.5k ~ 


From this, it can be seen that when the emitter circuit contains a resistor much 
greater than Ге" the input resistance can be approximated as the product of (6 + 1) 
and this external resistor in the emitter circuit. 


To apply the approximate input resistance approach, consider the circuit in Figure 
16. Let's approximate the input resistance of the common base transistors, Q1034, 
Q1044, Q1144, and Q1154. Notice the voltage readings at the base of Q1163, and at 
the collector of Q1144 indicate that 3.2v is being dropped across RII42. This re- 
quires a collector current in Q1144 of approximately 10па. А little investigation 
will show that the same is true of 01154. 


Pepe 26 3-25 


Ж 1 Tone 222.60 for both Q1144 and Q1154 
Е(та) 


The bases of these transistors are placed at small signal ground by capacitor C1153; 


therefore, the input resistance at the emitters is approximated by adding 22 to Te 
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FIGURE 46 
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The 20 is the assumed bulk resistance in the base of these high performance, medium 
power transistors. The input resistance as seen at the emitters of QII44 апа 01151 
is approximately 4.60. Notice L1030 and L1040 see resistors R1I141 and 81151 in 
series with the transistors input resistance. These coils see 88.70 in series with 
the approximated input resistance of h.60 for a total of 93.30. 11030 апа 11050 
are 1860 coils, 930 per side. The series resistors RII41 and R1I151 and the input 
resistances of the transistors must terminate the left end of the coils, while the 
170nsec transmission line and its terminations terminate the right end of coils 
L1030 and L1040. (The 170nsec delay line is 932 per side.) The sum of 88.79 and 
our approximated input resistance of 4.62 is a total of 93.32, which indicates that 


our approximations are very close. 


Inspection of the voltage measurements on Q1034 and Q1044 will indicate that they 
too have emitter currents of approximately 10ma, which gives an input resistance of 
approximately 4.62 and in series with 88.72, properly terminate the 170nsec delay 
line. We will investigate this circuit further later in this volume. It is a 


portion of the vertical amplifier in the Tektronix Type 547 oscilloscope. 


Consider the circuit configuration in Figure 47. The resistor Re is supplying 
both a-c and d-c feedback. A portion of the output voltage is fed back tò the in- 
put. If we assume that the a-c feedback is 180° out of phase, it should increase 
the input resistance. If we assume that Re is an open circuit and calculate the 
voltage gain with Re open circuited, we can then approximate the input resistance 
with the equation: 


"i (feedback) ¥" (1 * K AY) 


Where: fx i i 
еге "i (feedback) = dynamic input resistance with feedback 


г; = dynamic input resistance without feedback 


= feedback factor 


K 
А, = absolute value of voltage gain without feedback 


For the circuit configuration in Figure 47, Re and Rg are a voltage divider, and 


the feedback factor can be found by: 


By RF 
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OUT 





FIGURE 47 
1+КА ) 
У 


The formula: 
"i (feedback) i 0 


is valid where the feedback is negative such as in Figure 47. When the feedback 
is positive, the input resistance is reduced and can be approximated by the ex- 
pression: 

"i (feedback) З "т 07 КА) 


and the symbols have the same meaning as before. 


APPROXIMATING VOLTAGE GAIN: 


If the assumption is made that collector and emitter current are nearly equal 
(assuminga= 1, andB=0o), then the same current is flowing through the collector 
load resistor as is flowing through any internal and external resistance in the 
emitter. Consider the transistor in Figure 48. With an emitter current of 9ma, 
the value of: n^ 26 e 2.90 

ы Е(та) 
Assuming the transistor is a medium power, high performance transistor, add 420 
for base bulk resistance, and the approximate emitter resistance is slightly less 
than 52. Assuming the same signal current flows through this dynamic emitter re- 
sistance as flows through the collector load, the voltages will be proportional to 
the resistances involved. With no external resistance in the emitter signal path, 
the input voltage is distributed across the dynamic emitter resistance just approxi- 


mated. Since we have assumed the same signal current through the dynamic emitter 
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resistor and the collector load resistance, the ratio of the collector load resis 
tance to the dynamic emitter resistance is an approximation of the voltage gain of 
the amplifier. In the case of the transistor in Figure 48, the collector load is 
the parallel resistance of IK Ro and the IK load circuit, or 5000. We approximated 


the dynamic resistance in the emitter as: 


2.90 (г) + 22 (base bulk resistance) * 4.90 


The approximate voltage gain is: 





FIGURE 48 


Now consider the circuit in Figure 49. With the same emitter current as the tran- 
sistor in Figure 48, the dynamic internal resistor is the same. The external re- 
sistor Re must also be taken into account, however, and the approximation for vol- 


tage gain becomes: RL (а-с) 


Д. دون‎ 
y ге КЪТ e 


and for the configuration in Figure 49: 


000 


Ay F 7-90 * 2» * 500 ^. 


9.1 
Completely neglecting the internal dynamic resistance, the voltage gain of the con- 


figuration in Figure 48 is: R, (a-c) 
A ыыы = 200 м 10 
v Ro 50 
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FIGURE 49 


We might say that when Re is much greater than Ter the voltage gain can be approxi- 


mated by: 
182 В| (а-с) 
Уу? R 


е 


For a bit of review, approximate the input resistance (seen from the base) of the 


transistor in Figure 49 before reading on. 


The input resistance as seen from the base in Figure 49 is: 


r; mr, * Ry + К.) (8 + 1) л; 3.35К0 


Consider the configuration in Figure 47. Here negative feedback is also reducing 
the voltage gain of the amplifier, and the voltage gain with feedback can be 
approximated by first assuming that Re is open circuited and determining the vol- 
tage gain without feedback and applying this to the equation: 
А, 
^v (feedback) ын THA К 


Мһеге: ) = voltage gain with feedback 


^v (feedback 
А, = absolute value of voltage gain without feedback 


K = feedback factor 


In Figure 47, the feedback factor can be found by solving the voltage divider of 


Re and Rg: 2 S 
“Rp + Rp 
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ІҒ the feedback is positive, the voltage gain can be approximated by the equation: 
А, 
A (feedback) "S А, К 


and the symbols have the same meaning as before: 


EXAMPLE OF ESTIMATING INPUT RESISTANCE AND VOLTAGE GAIN: 





Figure 50 is the A signal out amplifier in the Tektronix Type M, four-trace pre- 
amplifier. Among other things, it provides a triggering signal to allow a reference 
when viewing multiple trace displays on a Tektronix oscilloscope that accepts letter 


series plug-in pre-amplifiers. 


We might start an approximate analysis by approximating the d-c emitter currents of 
the two transistors. Since voltage readings are given, we will use these to facili- 


tage the analysis. 


Q5344 has 0.9v dropped across its collector load resistor, R5351. If we disregard 
base current from Q5354, we can approximate the emitter current of Q5344 as: 


0.9v _ 
= Tok = 0.6mà 


< 


We will assume that the emitter current of Q5344 is approximately 0.6ma. The 
emitter resistor of 05354 has 0.6v dropped across it, and we can approximate the 
emitter current by: 

0.6v 

1500 яз та 
We will assume the emitter current of 05354 is approximately !ma. Knowing these 


values, we can approximate n for both transistors. 








26 26 
г_ (05344) = ж = 430 
e ! E(ma) 0.6ma 

26 26 ., 


(05358) 55 -45--25425-55 6.50 
Ге 1 (па) lima 


The effective external signal resistance in the emitter of Q5344 is the parallel 
resistance of R5352 and the series leg of R5355 and R5354. This is illustrated in 
Figure 51. The effective signal resistance in the emitter is 1152 (в). This ге- 
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i | BUSSES CONNECTING 
| SWITCHED AMPLIFIERS %69У 
! TO OUTPUT AMPLIFIER, 










A R5363 
700 
05360 ч, 
тіге 
05324 R536! 










2N1143 


+6.3у 


R5331 
390 


R5332 
100 








R5333 
гоо 





1 

І 

І 

R535 
525 n $ І 
05354 І 
PADT35 | 
| 

І 

І 

| 

| 

| 

І 

І 

І 





05344 
мо! 


+12.6V 





"A" SIGNAL 
OUT 















~~ CHANNEL A ONLY 


FIGURE 50 
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sistor R5354 is assumed to be at design center (the middle of its range, 2500) 


and returned to ground (the +12.6v d-c supply is at a-c signal ground potential). 


R5355 
7502 





R5354 
2502 


FIGURE 51 





To approximate the input resistance at the base of Q5344, we can use: 


"іп alr, M Ro) {+ 


Typical 8 of an N-101 at 0.6ma is 70, therefore: 


rj, (05388) = (432 + 22 + 1152) (70 + 1) 


г; (95344) z 11.36kn 


The same approximate expression can be used for Q5354. C5355 can be disregarded at 
the low frequencies; therefore, Re is 1500, Typical B of a PADT-35 at 4ma is 200, 


therefore: 
г іа (05351) яг (6.50 + 22 + 1502) (200 + 1) 


гп (95354) = 31.86 


The voltage gain of the two stages can be approximated with the expressions: 





The a-c load resistance of Q5344 is the parallel resistance of the resistor 85351, 
and the input resistance of Q535h, as shown in Figure 52. The parallel resistance 
is approximately 1.43k, therefore: 


а И ысы 
A (05344) = ао + па 28-95 


78 









85351 


(05354) 
1.5К ш 


31.86к 


(12.6у is а-с ground) 


FIGURE 52 


The a-c signal load resistance of Q535h is the parallel resistance of R5358 and 
R5359, as shown in Figure 53; therefore: 


2.73k 


aere کا‎ 
А, (05359) 5 625008 200 1508 17.2 






9 сет 
85359 


зок 
к=== 


= — (the -150 supply is at = 
a-c signal ground) 


FIGURE 53 
There is one more gain that cannot be neglected. Resistor R5350 drops some of the 
signal voltage before it reaches the input of Q53hh. The input resistance Q5344 
and the resistor R5350 can be treated as a simple voltage divider, as shown in 
Figure 54. Therefore, the pre-stage voltage gain is: 


г. (0534) 
їп 11.36k 
Ay (pre-stage) = F, (05344) + R5350 = zer = 0.884 


The product of these three gains is the total gain of the amplifier: 


Av (total) яз A, (pre-stage) = A, (05344) * А, (95354) 


Av(total) ^ (0.884) (8.95) (17.2) & 136 
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ее; 
4 = in "in 
out . Ж. 85350 


OUT 





' 1 г. 
i е, | (05344) ер en oe qe 
i ШЕТТЕ iM eer, НӘ) 
1 


> FIGURE 5^ 


Now, from the waveforms given in Figure 50, let's check our work. The waveform 
shown at the input to the amplifier shows a square wave 1.2 major divisions in 
amplitude with a measurement sensitivity of 0.05v/cm (major divisions). This is an 
input signal of 0.06v. The waveform at the output is a square wave of 1.6 major 
divisions in amplitude with a measurement sensitivity of 5v/cm (major division). 


This is an output voltage of 8v. 


The voltage gain is:_ = 


Ay (total) ча ein 7 0.06v 
Our approximations set the voltage gain at 136, plenty close enough to note abnor- 


malties in the amplifier when making measurements. 


APPROXIMATING OUTPUT RESISTANCE: 


We have formulated an exact expression for output resistance of a transistor as: 


Where: 
A TS TAa hes and ыг = resistance of the driving generator 
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This equation is valid for any configuration if the parameters for that configur- 


ation are inserted. 


COMMON EMITTER: 


Considering the common emitter configuration, the output resistance will decrease 
when Ry is varied from zero to a value greater than hie (note: rs (В+ 1) + ть 
when dealing with the T equivalent circuit) This is illustrated in Figure 55. 
When Ro becomes greater than hie the output resistance of the common emitter stage 


can be approximated as: 


Зай " 
ка » те: 'o(common emitter) ^ h eroe rone (Lee) 
oe 








COMMON EMITTER STAGE 
FIGURE 55 


COMMON BASE: 


Note in Figure 56 that the output resistance of the common base stage increases 


with an increase in Rg Below Ry = h, the output resistance can be below 100k. 


ib’ 


When Re is greater than 2 + гЬ, the output resistance can be an order of magnitude 
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1агдег, регһар а тедоһт. If Re is greater than Ёо + гЬ, the output resistance can 


be approximated as: 


Ry Di rRe To (common Базе) = — г 


ob e 


One might interpolate at the lower values of Ry if the desired answer need not be 


too close. 


hs 


я 


100k 











FIGURE 56 


COMMON COLLECTOR OR EMITTER FOLLOWER: 

Since any resistance in the base lead of the transistor is seen from the emitter, 
modified by the factor (1 - a) (this is the same as dividing by [8 * 1]), the value 
of Ro will have a large effect on the output resistance of the emitter follower. 
Mhen the input generator resistance is less than hie (note: Tb Ф га [8+ 1] when 
using the T equivalent circuit), the output resistance is approximately equal to 
hib (note: г, ЯТЬ 0 - a] when using the T equivalent circuit). When к, із 


greater than hie: the output resistance is: 


R 
albi. zpi 
Rg Die MER i 'o(common collector) В+ 1 
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When Re becomes greater than E (note: TC for T equivalent), the output resistance 
ob 
becomes: 


1 
^ LAUR ог Уго го (соттоп collector) 


This is illustrated in Figure 57. 





COMMON COLLECTOR OR EMITTER FOLLOWER 





FIGURE 57 


APPROXIMATING OUTPUT RESISTANCE WHEN THERE IS FEEDBACK: 

Consider the configuration in Figure 58. This is referred to as current feedback. 
This is because the signal current through Reb is being sampled ta develop a feed- 
back voltage. When this is the case, the output resistance can be found by: 


l'o(feedback) ^ "o + Re, а» AY) 


Where: ) = output resistance with negative feedback 


"'o(feedback 


Го = output resistance without feedback 
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Rey = current sampling resistor across which the feedback is developed. 


А, - voltage gain without feedback 





FIGURE 58 


Of course, (s and А, without feedback can be approximated and inserted in these 
equations making them approximate expressions. When the output voltage is not 
directly sampled to obtain feedback, chances are the feedback is current feedback. 


*V 
cc 


OUT 





| n FIGURE 59 


| Now consider the configuration in Figure 59. The output voltage is directly 
sampled for feedback, and this is referred to as voltage feedback. An increase in 


the output impedance was evident with negative current feedback; however, we will 
find a decrease in output resistance with negative voltage feedback. With negative 


voltage feedback such as shown in Figure 59, the output resistance is: 


То 


l'o(feedback) 7 T+ A_K 
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$ = i i i 1 feedback 
Where: T o (feedback) output resistance with negative voltage feedbac 


ы output resistance without feedback 
А, - absolute value of voltage gain without feedback 
K = voltage feedback factor 


К 
For the configuration in Figure 59, K = ——— therefore, 
Ri * Ro 


r 
о 


"o (feedback) = R 
МЛ Са” 
MESE Eno 


T EQUIVALENT CIRCUIT EQUATIONS: 


Me have formulated the gain and resistance equations for the hybrid equivalent cir- 
cuit when it is used in place of the transistor for analysis and design purposes. 
Therefore, we will not formulate the equations for dealing with a circuit configur- 
ation with the T equivalent circuit, but simply list them. If you need further 
validation, you might approach the-T equivalent circuit writing Kirchhoff equations 
as we did with the hybrid equivalent circuit previously in this volume. 


THE COMMON EMITTER T EQUIVALENT CIRCUIT: 


г 


b 





NOTE: rq = r, (1 -«) FIGURE 60 
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Voltage gain А, = (8r, - г.) RL 
ra ть PPF + (rot ry) + ку 
Current gain A; = Bra rare 
ге + ға * RL 
* * 
Input resistance r, = Ге (гь + Вга) * (ra * rp) (rg в) 
ї 


ror ta thy 


+ + 
Output resistance ‘= га R> Tb * г.) 2 Fe (R Tb Br) 
Rotr Wr 
g b e 
THE COMMON BASE T EQUIVALENT CIRCUIT: 
r r 
e c 
— —ÀANN— 





FIGURE 61 


RL (гь + аг.) 


ть С" (=e Sil Ге (г, % Foot Ry 


Voltage gain А, = 


Сиггепі даїп А; жо ГЫР Се 


ТЫ Кел. 


тЫ а=). t Rp] rg (ny + ге) 


Input resistance г; = 
+r +R 
c L 





86 


гь (в + roc ar) + Fu (в + гь + г.) 


Output resistance га = 
В +г +г 
9 е 


b 


THE COMMON COLLECTOR (EMITTER-FOLLOWER) T EQUIVALENT CIRCUIT: 


ть Ге 











МОТЕ: таз т (1 - a) FIGURE 62 
c 
(841) га 8, 
Voltage gain A, = FR) +1 +R + 1 
Ул Тулд L B а Те Lt, -а 
Р га (B+ 1) 
иггепЕ дат А, = - 
i Us + + RL 


гЬ (ra * rq т А) + га (8-1) (ra * RJ) 
nt та Я FR 





Input resistance г; = 


ге [Ва +тъ + га (В+ 1)] + г. (А +r) 


Output resistance r = 
9 b d ! 


INTERRELATIONSHIP BETWEEN THE MODELS AND PARAMETERS: 





As previously discussed, most of the parameters and functional models presently in 
use for analysis of low frequency, small signal amplifiers are all based on the 


incremental measurements made on the black box, such as shown in Figure 63. 
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BLACK BOX 





FIGURE 63 


Figure 64 is a cross reference that allows any parameter that is based on measure- 
ments on the black box in Figure 63 to be found if the parameter is given ina 
different form than desired. For instance, suppose the manufacturer's specification 


sheets list the g parameters and the parameter hu is needed. hu is equal to 


9 
i from the relationship shown in Figure 64. If the Z parameters are given and 
A 
hoi is required, hoi mi M Figure 65 allows a more flexible analysis when the 


z 
22 
-parameters provided by several manufactueres-must be relied on. To further en- 


hance the conversion process, Figure 65 lists the determinants (A) in terms of the 


various parameters. As an example, suppose the y parameters are given and the 


determinant (а?) of the hybrid (h) parameters is needed. a = 22 


Уп 


A-C ANALYSIS OF TWO-SIDED CIRCUITS: 


Figure 66 shows a differential amplifier and its hybrid equivalent circuit. This 
equivalent circuit is for low frequency, small signal operation. The same hybrid 
equivalent circuit is used for the transistors as previously discussed, but the ex- 
ternal emitter resistance, which is common to both, is placed common to both in the 
overall equivalent circuit. Kirchhoff's equations can be written to simplify the 
analysis. The equation for the transistor 0, input loop is: 


+i 


құты” * Pre Усе! х № 


dy Ары те‏ ره 
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PARAMETER INTERRELAT IONS 


TO FIND THE| WHEN STATED IN TERMS OF - 
PARAMETERS 


BELOW z y h 8 а ь 
Parameters | Parameters |Parameters | Parameters | Parameters | Parameters 





ıı P22 7 М2 №213 А = 211 222 7 212 2215 ©. 
FIGURE 64 
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DETERMINANT INTERRELATIONS 


WHEN STATED IN TERMS OF - - - 


Determinant Eo Parabeterd Бод СЕ Bou 





NOTE: A - zu 232 7 212 21, еїс. 


FIGURE 65 


The equation for the 0, input loop is: 


ez = 152 Roa Та "не" Тө Усе 


Where the current i. 15: 


Where їл апа ino 


equations: +1) 


For = tbr (ge 





2* XR, 


are the a-c emitter currents of ۹ and 9, and can be found by the 
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FIGURE 66 
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And: ing = ya (Pret D) 
Transposing the input loop equations to solve for ipi and ing? 
n м 21.7 hrel Ycel 7 ix Ry 
Rth, 
91 їе! 
ino = ez ~ha Yoon 7 Їх Ва 
Rath 


g2 ie2 


The circuit in most cases is long-tailed (synthesized constant current source) for 
stability and the external emitter resistance is much greater than the output resis- 


tance at the emitter, and (hee + 1) А is much greater than Ry + "te Vce (for either 
input loop), and the equations for iy become: b. 
ы = 1—2 ку ку 
а р WR, cS rel сеї, re2 ce2 








91 92 iel ie2 iyi TA 
e,-e 
= 12 = 2 1 
h Усе? h v 
в очи зі, Ч Б. і + ын ce? , е сеї 
92 91 ie ie b2 bl 


Typically, the expression: 





hrel Усе1 e geh and 
i Kr Pep жт 
bl 

h v 

re2 се? 

— MÀ Rath, 

і 2 « 92 їе2 
and the equations simplify to: 

ста здачі, 

ы құ аҚ Chie 

гы $272 

а 27 T ең hie? E hiel 
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And for the balanced circuit with equal input generator resistances: 


hue. EE 
52 TR Fh) 
те 


9 


The expression for current gain is: 


= hte 
1+ hoe RL 


А| 


Therefore, the expression for output current is: 


= hte 


i 
(152) 
1 + hoe RL P? 


o2 


Output voltage (eg) is expressed as: 


e hte (1,,) R 
9 T*h R 'b2 "L 
oe L 


Therefore, substituting for mU 


“-( ^re PL X ы Жайы ) 
т hoe RL 8% È m Е hie2 * hie 


And with a balanced circult with equal generator resistances: 





“-( hee RL X 62261 ) 
1 + hoe RL 2 6, + hie 
Where the output is determined by the product of the amplifier gain and the differ- 
ences in the input signals and is shown by: 
е-е = 2:6, (1 + hoa Rp) (Ry + hye) 
У he, R 
fe L 
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INPUT RESISTANCE: 


The input resistance for the configuration in Figure 66 can be found by dividing the 
input voltage by the input current. As an example, assuming a balanced circuit: 


#9 


т -( e= e үсэн” Ши? 
) 


i= 
b2 2 (в, + hie ер - е 


гіт 


You will note that we have been doing nothing but applying basic theorems, Ohm's Law, 
Kirchhoff's Law, and hybrid equivalent circuits to a two-sided configuration. Once 
the equivalent circuit has been established and the parameters inserted, Kirchhoff's 
equations can be written and the circuit solved as if we were solving a simple 
linear configuration. We should also keep in mind that most of the approximations 
that we have previously discussed can be applied to the two-sided configuration, 
once we have established the equivalent circuit. We can apply the exact approach 
that we have just been discussing or apply the approximate analysis approaches. 


THE EMITTER COUPLED PARAPHASE AMPLIFIER: 


Figure 67 shows the emitter coupled paraphase amplifier and its hybrid equivalent 
circuit for low frequency, small signals. Once again we can assume, for a practical 
circuit, that it is long-tailed (synthesized constant current source) and: 
ву 
re ce ch +R 
(heg * D) Re D hie tRy and E «Пів х 


Therefore: е| 
pi bz RR (assuming a balanced circuit) 


hfe hfe е 
апа: i = [orr Kid) = 0 т 
ol тав R bl Ut h R R *2h, 
oe L oe L g ie 


hee е 


i зав А) КА ORB) 
ої (1+ hoe R) (Rg + 2 hie 


ЁД 





FIGURE 67 
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Solving for the output voltage: 


пее ву. 


ol * (+h) (R + 2h) 
о! 7 (1 + hoe RJ (Rg * 2 Piel 


Note in Figure 67 (assuming a balanced circuit), the drive to transistor 9, is the 
same effective magnitude as that to Qo but that the two drives are 180° out of 
phase. A signal one-half the amplitude of that applied at the input terminal of 0, 
will appear across к» and the amount of emitter coupling is 0.5 with a long-tailed 
(synthesized constant current) circuit. The effective drives seen by each side is 
one-half the drive at the input (A-B) in Figure 67 and, assuming a balanced circuit, 


e , and е will be equal in magnitude, but 180? out of phase. 


ol 
Once the equivalent circuit of the emitter coupled paraphase is established, the 
basic laws and theorems can be applied to its solution. The approximate analysis 
approaches discussed earlier can also be applied to the emitter coupled paraphase 


amplifier. 


Figure 68 shows the emitter coupled paraphase with two long-tail resistors in 
the emitters and a variable resistor, RI added as a gain control between the two. 
Figure 68 also shows the hybrid equivalent circuit of this configuration and illus- 


trates how Ri can serve as a gain control. 


If Ri is set at ON, the same considerations are true as were true in Figure 67, and 
the same analysis approach would apply. When Ry їз пог ас 00, the equivalent cir- 
cuit in Figure 68 applies, and the equation for i becomes: 


e 
г з 1 
тя '52Я В 2h. * R, (h,. * 1) 
g ie 1 fe 


Therefore, the output current is: 
A "re. Vg elem te е 
от ГЕН R b; 7 Uh RR *2h.. * (h,, * DR 
oe L L g ie fe 1 


And the output voltage is: fe 
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FIGURE 68 
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Indicating that lo and the output voltage will be inversely proportional to the 
resistance setting of Ri (actually the value of к, is magnified by hee + 1). Ro is 
the d-c balance control to insure that both sides of к, are at the same d-c level 
at any setting of Rie If this 15 not so, d-c current will flow through R and 
Rotating Ry will present a d-c signal to the amplifier and result in a d-c shift 
of the level of the output of the amplifier. The equation for a mid-range value 
of Ri for a desired value of output voltage when the input voltage е, їз known, 


the preceding formulas can be transposed to read: 


he, Ку є R *2h 
rS e L l 5C їе 
17 152517 (Тенг? Эт 
“ес *Vec * 





УЕЕ 
FIGURE 69 
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Figure 69 shows Ry in conjunction with an RC network being used to frequency compen- 
sate the emitter coupled paraphase amplifier. This type of compensation can be used 
with any of the two-sided configurations; however, it is shown here as an example 
with the emitter coupled paraphase. We have already shown that Кр when placed in 
the circuit, can be used to reduce the gain of the amplifier. If Ri is in someway 
shunted at a different frequency (it's resistance effectively reduced), the gain 

at that frequency is increased (referring to the gain of the overall amplifier). 

At the higher frequencies, the reactance of C is reduced, and the resistance of 

R 
reactance of с is fairly high and most of Ri is effectively in the circuit, Ме 


3 in series with the reactance of с, shunts Rie At the lower frequencies, the 


have already discussed that the transistor's gain at the higher frequencies is re- 
duced when no compensation is added, and the reduction is similar to an RC roll-off 
of gain with frequency. The insertion of C and R3; shunting Ri in Figure 69 
results in an increase in the gain of the amplifier at the higher frequencies over 
its gain at the lower frequencies. The overall result is a more uniform gain from 
d-c to some high frequency when using C and R3 as a frequency compensating network. 
Of course, the results at the lower frequencies are a loss of gain over a configur- 
ation that does not use R} at all. You will find, however, that most design con- 
siderations for transistor amplifiers where a constant gain is desired will have 
some feedback component to stabilize the gain regardless of the transistor's para- 
meters. The gain might possibly be determined by the ratio of the load resistance 
to Ri in such a configuration as shown in Figure 69. Therefore, small differences 
in the transistor parameters will have little effect on the gain of the amplifier. 


PUSH-PULL AMPLIFIER: 


Figure 70 is a schematic diagram of a push-pull amplifier and its hybrid equivalent 
circuit. The circuit is long-tailed (constant current source synthesized) for a 
practical circuit, and (he + 1) R, is much greater than h, +R ; and hre Усе 

е е їе 9 E Emm 


is much less than h, +R . b 
ie g 


Assuming a balanced circuit: 
ete 
‘bl © 'b2 SDR + 2h, 
9 їе 





FIGURE 70 
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and: 
hte " 
Output current iji = Тук R (iy 
oe L 


h 
=тт 0,2 
o2" | *h. К b2 
oe L 


and: hfe 
Output voltage отв 
oe L 


u 


(y) Ry 


ча hte гу без )^ 
о Т + е КЫ 28, +2 


hee Ry (ey + ep) 


бон.) @® +21.) 
о 1+ hoe ÊL 2R, * 2 те 


The a-c voltage on Ro 18: 


в. = Р Ro = Gel + 2 R 


e 
The two a-c emitter cürrents are equal in amplitude and 180? out of phase, assuming 
a balanced circuit operating in a linear region. The a-c voltage at the emitters 
Is zero. A signal at the emitters would indicate unbalance in the circuit. The 
gain control, d-c balance, and frequency compensation previously discussed is 
commonly used with the push-pull amplifier as well. In the linear region of oper- 
ation, the emitter signal is 0 if the signal is balanced, and the two sides can be 
treated as separate common emitter amplifiers. If the circuit is used class B 
(both transistors operating quiescently at cut-off), the emitter will have to be 
bypassed, or Re treated as a feedback component. 


TRANSISTOR d-c CONSIDERATIONS: 


Bias Stability: 


We have already discussed that the currents and voltages in the transistor will 
change as the surrounding temperature changes. The current is related exponentially 


to the temperature and the applied voltage. These changes within the transistor are 
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due primarily to the formation of more hole-electron pairs with an increase in 
temperature or the recombination of hole-electron pairs with a decrease in tempera- 
ture. This, of course, increases and decreases the number of minority carriers 


available in all parts of the transistor. 


These temperature changes can originate internal or external of the transistor. 

The change in the surrounding air temperature can result in a change of the number 
of hole-electron pairs in different parts of the transistor, or a change in the 
power being dissipated by the transistor can change the junction temperature. In 
normal amplifier action, the power dissipation and consequently the heat is generated 
at the collector junction. This is due to the product of collector voltage and 
collector current being generally much greater than the product of emitter current 
and emitter voltage. In a few cases, where considerable base current is flowing, 

the emitter junction heat must be taken into account. 


The total change in temperature that the transistor can encounter can be calculated 
by determining the maximum ambient temperature that might be expected and adding 
this to the product of a transistor's thermal resistance, junction to ambient 
(64), and the collector power dissipation. Collector power dissipation can be the 
product of the average collector current and collector voltage, or when dealing 
with switching circuits and pulse amplifiers, the peak power dissipation is the 
product of the peak current and voltage. The thermal considerations and thermal to 


electrical analogy previously discussed, applies here as well. 


Since the parameter considerations will vary with the change in the d-c operating 
point, it is essential in all amplifiers to hold the quiescent d-c operating point 
as stable as possible. Of course, thermal compensation in semiconductor d-c 
amplifier circuits is one of, if not the prime consideration, in design. 


In general, the greatest problem with thermal instability is encountered in the 
common emitter configuration. A transistor in a common base configuration has the 
base at ground potential and the current, as a result of thermal generated minority 
carriers, is the current !cgo* сво is the current collector to base with the 
emitter d-c open circuited. In other words, this is simply the diode saturation 
current of the collector base junction at a given temperature. The current сво 


is limited by the number of minority carriers adjacent to the reverse biased 
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collector junction, The current сво is primarily limited by the number of minority 
carriers in the base since it is the more lightly doped of the two sides of the 


junction, and can be a relatively small value at room temperature. 


If the base is d-c open circuited, and the emitter is not open circuited, the reverse 
voltage applied to the collector junction will also be applied to the emitter-base 
junction. The voltage applied to the collector junction will reverse bias the 
collector junction; however, this same voltage will forward bias the emitter-base 
junction. This is illustrated in Figure 71. We will find that the number of minor- 
ity carriers in the base under these conditions will be increased by approximately 
the d-c beta of the transistor. In other words, we now have beta times the minority 
carriers available in the base as we did in the situation where the emitter was d-c 
open circuited, and the collector voltage was applied between collector and Базе. , 
Since the current is related to the number of minority carriers adjacent to the 
junction, and the number of minority carriers in the base has been increased by 
approximately the d-c beta of the transistor, we might say that the current, 
collector to emitter, as a result of thermally generated carriers, is approximately 
beta times the current collector to base as a result of thermally generated carriers 
(this assumes the base is d-c open circuited so that all of the minority carrier 
current must take the path of the emitter-base junction). A deeper coverage of 
currents and voltages in a semiconductor junction can be found in the tables in 


Volume 6 of this series. 





| 
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It can be seen that the transistor currents and voltages in a common base configur- 
ation will vary as the exponent containing temperature varies. Іп the common 
emitter configuration, however, if the base is a high resistance or near open cir- 
cuit, the current and voltage changes can be magnified by approximately the beta 

of the transistor when the temperature changes. The common collector configuration, 
having its load resistance in the emitter lead, has sufficient d-c feedback to 
maintain control of the current with temperature variations. Transformer coupling, 
of course, would aid the problem of thermal instability by keeping a low d-c resis- 


tance in the base circuit of a common emitter configuration. 


TEMPERATURE SENSITIVE DEVICE STABILITY: 





Temperature sensitive components may be used to stabilize the operating point. 
Figure 72 shows a thermistor being used to stabilize the d-c operating point. A 
thermistor is a resistor with controlled negative temperature coefficient of resis- 
tance. That is, the resistance of the thermistor will decrease at a predetermined 
rate with an increase in temperature, and vice-versa. 


Wee 





ri FIGURE 72 ? 


An increase in temperature, of course, increases the minority carrier current 
(thermally generated), increasing the collector current. With a high resistance 
in the base lead, the current is magnified by approximately the d-c beta of the 
transistor. This current can be considered to be approximately lco In the 
circuit in Figure 72, however, as the temperature increases, the resistance of a 


thermistor decreases, maintaining a near constant УВЕ on the transistor, and holding 


10% 


the collector current down. The disadvantage of the thermistor is that its resis- 
tance does not change exactly as the resistance of the emitter-base junction 
changes with temperature and, therefore, does not track exactly across temperature 
range. The thermistor typically loses control around 75°C, where large changes in 
minority carrier current occur in a germanium transistor. In a silicon transistor, 
the initial thermally generated minority carrier current is typically low, and the 
thermistor will track to a higher temperature. Figure 73 shows a temperature sensi- 
tive device that has much the same action as the thermistor, but will more closely 


track the emitter-base junction changes across the temperature range. 


Hec 





т FIGURE 73 т - 
In Figure 73, the thermistor has been replaced with a diode similar in construction 
to the emitter-base junction. The diode, of course, will track the emitter-base 
junction more closely across the temperature range and accomplish much the same job 
as the thermistor.did in the previous example. 
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If additional thermal compensation is desired, a circuit such as shown in Figure 
74 can be incorporated where two diodes are being used to thermally compensate 
the emitter-base junction. The second diode 0,» taking over at the higher tempera- 


tures since its leakage current, will be very low at the low temperatures. 


As an example of using a diode for temperature stabilization, consider Figure 75. 
Figure 75 shows circuitry out of the Spectrum Analyzer plug-in for Tektronix oscill- 
oscopes, which accept letter series plug-ins. Diode D201 temperature compensates 

a string of transistors. Figure 76 shows an equivalent d-c circuit of the diode 
and transistors involved. My thanks to Chuck Miller of Tektronix, Field Training, 
by the way, for the diagram in Figure 76. Diode D201 temperature compensates the 
emitter-base junction of Q205 and, as a result of the d-c feedback involved, tem- 


perature compensation is accomplished for the other transistors as well. 

















-1450v 
В-120-130-0017 
FIGURE 76 11-16-'644! 


LONG-TAILING: 


One very good method, of course, in controlling the current in a transistor with 
changes in temperature is by synthesizing a constant current source, or what is 
generally referred to at Tektronix as long-tailing. Notice in Figure 77 that, with 


the base of the transistor set at a given voltage, the emitter must follow if the 
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transistor conducts. The emitter is returned to a fairly large voltage through a 
large resistance. Since the emitter must follow the base, the emitter voltage is 
pretty well set by the base level and, therefore, the resistor in the emitter must 
drop the voltage. The voltage that must be dropped across resistance in the emitter 
divided by its resistance, will determine the emitter current. This is nothing more 
than supplying current to the transistor with a very high impedance source (constant 


current source). 


Disregarding resistors R138, R139, R148, and R149 in Figure 77 (they have no d-c 
current through them), current for transistors 0134 апа Q144 is supplied through 
R136, R135, and В145. This is a typical example of using long-tailing for 4-с 

stability. Resistors R138, R139, R148, and R149 serve to control the gain of the 
amplifier, and were formulated in the section covering a-c analysis of two-sided 
circuits. They are lumped and called Ri in Figure 68 in this volume. The ampli- 
fiers in Figure 77 and 78 are in the Tektronix Type 3A2 Dual Trace Plug-In Pre- 


amplifier for the 560 series oscilloscopes. 
+20V 
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In Figure 78, a portion of the long-tail resistor is made variable. This allows 
the transistor currents to be adjusted. When the current is changed, the drop 

across the collector load resistor changes and the output voltage. The variable 
resistor R18] in Figure 78 allows the quiescent d-c operating point currents and 


voltages to be adjusted, while maintaining d-c stability with temperature changes. 


When a second supply voltage is not available, a configuration such as shown in 
Figure 79 can be used, where a divider from the collector supply is used to estab- 
ligh the base voltage at some level and then the long-tail or the emitter resistor 
is added to synthesize a constant current source. This is the most typical con- 


figuration that you will find in the less critical transistor circuitry. 








FIGURE 79 


Figure 80 shows the further increase in the stability of the transistor configur- 
ation over that in Figure 79 by adding 4-с feedback from the collector back to the 
base as well as utilizing the emitter resistor to effectively synthesize a constant 


current source. 


It should be brought out at this point that if d-c gain is the consideration, these 
degenerative effects that we have added will reduce the d-c gain. In Figure 79, 
the long-tail resistor can be bypassed by a capacitor at the low frequencies and 
high frequencies, but at d-c this is not possible. This can be overcome by operat- 
ing the circuitry two-sided in the linear region by using a push-pull amplifier or 
differential amplifier, such as shown in Figure 78. We can operate the transistors 
in the linear region and ‘have any changes cancel across a common emitter resistance. 


We can, in this way, accomplish d-c stability, while accomplishing d-c amplification. 
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FIGURE 80 


INTERNALLY GENERATED THERMAL EFFECTS: 


The heat generated at the junction has to be considered as well as changes in 


surrounding air temperature when dealing with semiconductor currents and voltages. 


A change in the power dissipation will change the temperature of the junction and 
change the currents and voltages involved. A period of time is involved for this 
change, however, and relating the thermal considerations to electrical terms, the 
thermal resistance and its associated thermal capacitance form a time constant, 
and five thermal time constants are involved in a temperature change. (This has 


previously been discussed in Volume 6.( 


Synthesized constant current sources (long-tailing, etc.), negative feedback d-c, 
and temperature sensitive devices can be used to compensate the quiescent operating 
point of a semiconductor device to temperature changes. Once again, the temperature 
changes can be internal or external of the device. If a voltage is to be compen- 
sated, for instance the voltage across the thermals of a zener diode, a device with 
an opposite temperature coefficient of voltage can be inserted in series and the 
output taken across both devices. A zener diode operated in avalanche breakdown 
and a forward conducting diode are examples. The zener diode has a positive 
temperature coefficient of voltage when its breakdown voltage is above 6v, and the 
forward conducting diode has a negative temperature coefficient of voltage. The 


voltage across both devices can be made to stay relatively constant with temperature 
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changes when they are placed in series, and the output taken across both devices. 
(This was covered in Volumes 2 and 6.) Both of these devices can also be used to 


temperature compensate the transistor configuration. 


Long-tailing and/or temperature sensitive devices can stabilize the operating point 
of a common emitter push-pull configuration; however, step inputs of long duration 
present another problem. During fast transitions, the thermal time constant of the 
transistors does not allow much change in temperature at the junction for changes 
in power dissipation (assuming the transitions take place in a shorter time than 
one thermal time constant). Step inputs of long duration, however, have a fast 
transition and then a resting state. The resting state is essentially a d-c signal. 
This type of signal will result in a change of power dissipation in both transistors 
in a push-pull, common emitter configuration because the step will be a positive 
excursion applied to one transistor and a negative excursion applied to the other. 
It is possible and even probable that power dissipation in one transistor will in- 
crease, while the power dissipation in the other transistor will decrease. This 

is assuming no compensations for this effect has been added. One transistor will 
heat up more while the other cools, and the results can be a substantial d-c drift 
in the amplifier's output. 

Any point on a transistor's family of curves is a point on a constant power hyper- 
bole. |n other words, any power point, plotted at all points of equal power on the 
collector family of curves of a transistor, will show a hyperbolic curve. This is 
illustrated in Figure 81. 


REDUCING INTERNALLY GENERATED TRANSISTOR THERMAL DRIFT: 


REDUCING ИН OU EN EE шз зш e 


There are many approaches for stabilizing diode and transistor current and voltages 
for changes in temperature. Some initial design considerations involving the 
selection of the d-c load line and quiescent operating point can minimize the prob- 
lems associated with internally generated heat as a result of changes in power 
dissipation when a signal is applied. The aim of this discussion is an approach to 
minimize the effects of applied signal change in the power dissipation which in turn 


results in a change in junction temperature. 


Consider the linear plot of current versus voltage in Figure 82. A resistive load 


112 


ГТ нарани 


N 


Еа и 
| М 


5 ma x 30V « 150 md 


ВАА 
J + | Е ل‎ | pax x 50V -150 mwatts 








COLLECTOR FAMILY OF CURVES WITH A MAXIMUM 
POWER CURVE - 150 mwatts - 25*C 


FIGURE 81 








113 


line is plotted in the left-hand diagram, and a constant power hyperbole in the 


right-hand diagram in Figure 82. 


max 





max 


FIGURE 82 


Writing equations for the load line and constant power hyperbole in Figure 1: 


zu 
204177 цах ш) = 
P= IE (2) 
max ^ R Tnax (3) 


The points of intersection of the load line and constant power hyperbole in Figure 
82 (assuming they do intersect) can be found by the simultaneous solution of 


equations (1), (2), and (3). 


stale 

Е х (9 

Р 1 

E “RF * пах (5) 
L2 

Р--жЕ + Vax Е (6) 
1,42 

0-тЕ “ағы? (7) 
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1 

У нора зо (8) 
1Р 

I TRTT ах (9) 
Р 

а (10) 

2 

К” = -Р+ тах В! (11) 
2 

0O-RI - 1 RI +P (12) 

max 


and therefore equations (7) and (12) are equal, or: 





2 152 
RI Ta RL EP aE a +P (13) 
1 R 
ے‎ max R 21 NP 
£272 —*2 Wo ^R (14) 
1 
1 - пах, 1 2 _ 4P 
— 2 = 2 | пах =f -- 05) 


If the load line and hyperbole intersect at only one point, the points of inter- 
section found using equations (14) and (15) will be equal, and the load line is 


tangent to the constant power hyperbole and: 








Leer R Ving? ue І в 
-5 vw! - HP = max К \ 2 
2 2 тах R — 5 Гер - 4P (16) 
2 LP 
Om d a R (17) 
then: E- Я R (18) 
2 
and since: E 
1 = ex (19) 


max R 
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E and | at the point of tangency are: 


E 

E- A (20) 
1 

i= کو‎ (21) 


The point of tangency of a load line and a constant power hyperbole is at 1/2 


maximum voltage and current for the load line. 


Now, if the point of tangency is assumed to be the quiescent point, the product of 
Р = El at points of E+ e, can be found as illustrated in Figure 83. 





Fax 


Е-е, Е+ё, 


FIGURE 83 
At the point of tangency, P = El 


AtE- е.: Р! = (Е - e,) (1 + 1.) (22) 


Р'« ІЕФЕЇ - e, l- eis (23) 


At E= e; р” 


(E* e) (1-1 (24) 


"2 ы 2 
РИ = Е! Е Р te, І САР (25) 
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The deviation of P' and P"' from the power at the point of tangency, P, can be found 
by: 
AP' = -Ei же 1 +.еї (26) 
5 5 55 


АР" = ЕТ. ете, 1, (27) 


апа ѕіпсе Е = КІ апа * R ig: 


2 


AP' = -RI +К P RI, (28) 


: 2 
ДРИ = ЕТ, В+ КТ, (29) 


and since the quiescent point is the point of tangency of the load line and the 
constant power hyperbole: 


2 е,? 
ДР! = ДР" = К 1. = گك‎ (30) 
г А 3 


and for a given 20 AP increases with a decreasing R. 


Plotting power along the load line versus voltage along the load line, a curve 
such as shown in Figure 84 results. 


0 
nax пах 
2 


FIGURE 84 
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Note in Figure 84 that for a reasonable given value of е., the lowest AP will occur 


when the point of tangency is selected as the quiescent point. 


Relating the foregoing discussion to a transistor collector family of curves, Бах 
is the total d-c supply voltage in series with the transistor. Minimum power 
change for a given е; will occur when the quiescent operating point is selected 
at one-half the supply voltage for a given load line. This establishes the 
quiescent point at the point of tangency of the load line and a constant power 


hyperbole. 


External compensation can be employed to maintain the quiescent operating point at 
the point of tangency with changes in surrounding air temperature. This can involve 
synthesized constant current sources, devices with opposing temperature coefficients 


of voltage or resistance, etc. 


This discussion is aimed at internally generated temperature changes as a result 
of applied signal; therefore, most forms of external compensation will simply be 


accepted for now. 


The opposition offered in the path of heat transfer from the junction to the 
surrounding air is related, analogically, to electrical resistance and is given 
in ?C/watt (covered in Volumes 3 and 6). Power dissipation at the junction is 
related analogically to electrical current and temperature to electrical voltage. 


Therefore: 
Ty = Өд Ро + ТА (31) 
Where: Ty = junction temperature, °C 
ЫГ = total thermal resistance, °C/watt 
Py = junction power dissipation, watts 
TA = surrounding air or ambient temperature 


Assuming that AP is a long term change, we might also state that: 


T;* P, 9 (32) 
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or the change in junction temperature is directly proportional to the change in 
junction power dissipation. Since the relationship of current and voltage to 
temperature in a semiconductor is an exponential relationship, minimum change in 


power dissipation for a given signal voltage, es is of prime concern. 


When dealing with steady state power dissipation, the thermal to electrical analogy 
previously discussed is sufficient. When dealing with transients, pulses, etc., a 
thermal capacitance given in watt-sec/°C is assumed to be in parallel with total 
thermal resistance and any temperature change at the junction as a result of power 
dissipation occurs on an exponential (covered in Volume 6). The product of thermal 
capacitance (watt-sec/°C) and thermal resistance (°C/W) is time (тїп seconds). 


If a change in power dissipation occurs at to^ the junction temperature at ti can 





be found by: 
- = to 
€ T 
Ti ey t Te yt Mp 9j. G3) 
where: т, (t) = the junction temperature at t 
Ty (tQ = the junction temperature at to 


Ағ, = change in power dissipation 


0 


JA = total thermal resistance 


т = the product of thermal capacity and thermal resistance 


In transistorized d-c amplifiers, the effects of change in power dissipation with 
applied signal can be minimized by operating push-pull or differentially with both 
transistors quiescently at the point of tangency with a constant power hyperbole. 


External compensation such as a synthesized constant current source supplying the 
transistors can be used to insure that the operating point is stable with changes 


in surrounding air temperature. 


If the output is taken between the two transistors, internally generated temperature 


changes will tend to cancel. The reason is obvious because the transistors will 
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always have the same power dissipation (assuming identical transistors) as shown 
in Figure 85, Note that the transistor is dissipating maximum power for its load 
line when the quiescent operating point is selected as the point of tangency with a 


constant power hyperbole. 


Point A 





FIGURE 85 


Input signals, either differential or push-pull, with equal magnitudes will result 
in both transistors stepping to a lower and identical point of power dissipation. 
If the transistors are perfectly matched and all conditions are ideal, the net 


change between the transistors is zero. 


If two identical transistors are operated in a differential or push-pull configur- 
ation with a d-c load line and operating point shown in Figure 85, a step input of 
long duration will cause both transistors to step to a lower power dissipation and 
cool by the same amount giving no net d-c drift. The aim in design is evident. 


Two transistors in a push-pull or differential configuration, operating with their 
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d-c load line tangent to the same constant power hyperbole and dissipating maximum 
power for their load line at the static operating point. 


This sounds simple at first, but consider the situation where a common emitter con- 
figuration has the maximum collector load impedance set by risetime requirements. 


The ratio of the load impedance to the resistance in between the emitters set by 
the gain requirements. 


1 
У L 

(sis дат = в. ) 
е 


The emitter resistance can also be determined by the impedance that must be shown 
the input driving generator. The input generator might be the previous stage, a 
transmission line, etc. Limitations imposed by signal considerations can make it 
almost impossible to select values of emitter and collector resistances that will 


satisfy the optimum thermal condition. 


Consider the circuit in Figure 86. 
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FIGURE 86 


The transistors in Figure 86 must work into the transmission lines and amplify the 
signal with a flat response from d-c to some high frequency. The value of 2, 15 
set by the transmission lines and their terminations. The gain considerations are 
approximately set by the ratio of 2 to the emitter resistance. The resistance in 
the emitter circuit determines the impedance shown the preceding stage or input 


generator and also the gain of the amplifier. 
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The approximate input resistance at the base can be determined by: 


ги x (ra * RJ (8+ 1) 


where um is the dynamic resistance seen at the base terminal, Ro is the external 
resistance in the emitter signal path, and ге is the transistor's dynamic emitter 


resistance. 





x KL x 2V x 2 „А 
тз is я ТЕ та) at 300*K or 27*C (discussed earlier in this volume) 


The problem is establishing the d-c load line tangent to a constant power hyperbole 
with the operating point established for maximum power dissipation on the load line 
at the ste ic operating point. The question generally is, if more series resis- 

tance is needed, where do we put it? If resistance is added to the collector cir- 
cuit, the gain changes, risetime suffers, and the transmission system is no longer 
terminated. If the resistance is added to the emitter, the static current changes 
(assuming the base voltage is set by the input circuitry), and the input impedance 


changes. 


The answer lies in adding a series resistance between the collector and the circuit 
it is driving. The added resistor simply becomes part of the output resistance of 
the transistor and has little effect on the gain-risetime considerations at the 
middle frequencies. This allows design for optimum thermal considerations while 


maintaining optimum signal considerations. 
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Figure 87 illustrates the addition of the resistance Rp to establish the d-c load 
line tangent to a constant power hyperbole. The output circuit of the transistor, 
with and without Rp: is shown In Figure 88, 
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FIGURE 88 


For high frequency considerations, a capacitor is placed in shunt with Rp to tie 
the output capacitance of the transistor to the load capacitance and the equivalent 


output circuit becomes: 


DN 
ip[------F-----: 
E 





FIGURE 89 


For a-c signal considerations, the capacitor с, shunts Rp and the current in 2 is: 
iz я Bi, Zo 


t 1 +25 


At d-c, the generator Blg sees a different configuration, since Rp is not by-passed 
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and the current in Z is: 
2 


LZ‏ ے 
в 7 * 2 +R‏ 


1, x ВІ 
Z D 


t 


If the 75 of the transistors were infinite, there would be no problem. With a 
finite 7% the current in 2, and hence the gain and output voltage will be different 


at d-c. 


Since the gain is different at a-c and d-c, a step input of long duration results 


in a distorted output such as shown in Figure 90. 


5Rp Cp 


/ 


INPUT OUTPUT 
FIGURE 90 


The output following the initial transition will decrease on a 5 RC exponential set 
by the Roo time constant. This is not too much of an obstacle because another 
time constant can be added irı the circuit to compensate, and both signal and thermal 
considerations will be compensated. 


V, 
Of course, the optimum situation occurs when RC +В. = i and no R, 


к Е 5 D is needed. If 
R, is required, the formula R, x ot Қ, - Б. сап Бе used if f is assumed to be 
D D 21 e, L E 


infinity. This simply says that one-half the static power is dissipated in the 


resistors for optimum thermal considerations, and |, is assumed to be equal to lc: 


E 
If this is true, the static resistance of the transistor must equal the total series 


to lc: If this is true, the static resistance of the transistor must equal the 


total series resistance, and there will be 1/2 Vo across the transistor. The 


с 
static resistance of the transistor is given by: 
УСЕ “сс Yee 

Rr sys 1/2 тез 
static ЇЕ Е 7; 
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В. must equal R_ . total where R > total is: 
TSTATIC series series 


Rseries E Rp Ж їр " RE 


чи К, ries ^ В, 
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The time constant of Rp се changing the gain at the low frequencies can be compen- 
sated anywhere in the amplifier with an opposing time constant equal to Rp Coe 
Normally, there are other compensations involved such as transmission line compen- 
sation, high frequency peaking, etc. These compensations can all be accomplished 
with variable resistive and reactive components, perhaps between the emitters of 
two of the transistors in the push=pull configuration. When the amplifier response 
is adjusted for optimum transient response with minimum overshoot and d-c drift 
with a good, fast rising square wave applied to the input, the system is said to 
have a Gaussian response. In this way, the time constant of Rp се апа їһе оїһег 


compensations can be made compatible. A typical circuit is shown in Figure 9l. 


The circuit just discussed is similar to the push-pull configuration ої 01014 апа 
Q1024 in Figure 91. А1014 апа R1024 are examples of the addition of Ry to optimize 
the thermal considerations. Capacitors C1014 and C1024 are the capacitors referred 


to as с, in the preceding example. 


Resistors R1038, R1048, R1142, and R1152 are a similar application with the added 
task of maintaining the transistor pair, Q1034 and Q1044, on the same constant power 


hyperbole as transistor pair, Q1144 апа 0115%. 


In the circuit configuration in Figure 91, the impedance of L1030 and L1040 is 
1860 (930 рег side). Resistors R1032, R1042, R1141, and R1151 and the input resis- 


126 


tance of the common base transistors terminate the ends of L1030 and L1040. Rise- 
time considerations limit the collector loads and the Rp's place the proper load 
line tangent to the same constant power hyperbole for transistors Q1035, 91044, 
01144, апа 0115%. 


Note the variable resistor and capacitor, R1076 and R1077. These allow the adjust- 
ment for optimum transient response. These, of course, work in conjunction with 
other resistive and reactive components in the amplifier. These circuit configur- 


ations are used in the vertical amplifier of the Tektronix Type 547 oscilloscope. 


THE TRANSISTORIZED LONG-TAIL: 


If extreme environmental conditions are going to be encountered, or if only very 
incremental changes can be allowed in the d-c levels on the transistor with changes 
in temperature or power dissipation, a very efficient synthesized constant current 
source must be used to maintain the d-c stability. A very high supply voltage re- 
turned through a very large long-tail resistor can be used to accomplish this, In 
many cases, this is not feasible; however, a circuit such as shown in Figure 92 


can be used. Moe 





FIGURE 92 


Figure 92 illustrates a transistor with a second transistor serving in the long- 
tailed circuit in its emitter, Notice the base of the long-tail transistor 0, 
is returned to ground. Therefore, its emitter is also going to Бе clamped near 
ground. The changes in the current in transistor Qi will have to be supplied by 
transistor Qz- The voltage that the emitter of 9, is returned to and the size of 
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the resistance in its emitter is effectively magnified by the gain of the transistor 
9,, as seen by 04. In this way, we can synthesize the very high long-tailing vol- 
tage and the very large long-tail resistance required. As a result, a very constant 
current source is synthesized. Of course, operating two sided circuitry, such as 

a push-pull or differential configuration, through this common long-tailed configur- 
ation (using a transistor in the long-tail), will give optimum 4-с stability as 
previously discussed. Figure 93 shows a typical circuit in which a transistor is 
being used in the long-tail to increase the effective long-tailed voltage and re- 
sistance. Transistors, QI4A and B, are supplied current by Q18. Q13A and B are 
essentially emitter followers driving QI4A and B. 013А and QI4A make up an ampli- 
fier configuration referred to as a "Darlington" connection, which will be dis- 


cussed later in this volume. The same is true оҒ 0138 апа 0148. 


Figure 94 shows a transistor being used to long-tail or provide a synthesized con- 
stant current source for vacuum tubes. The basic application for the transistor in 


this configuration and that in Figure 93 is the same. 


AN EXAMPLE OF APPLYING THE d-c CONSIDERATIONS TO DESIGN: 


If d-c thermal stability is desired when designing an amplifier configuration with 
transistors, a useful factor can be arrived at by determining the total change in 
the thermally generated current that can be expected over the temperature range. 
This information can be gained from the manufacturer's specification sheet, which 
generally lists сво at room temperature, and possibly at some high temperature. 
The total change in сво must be obtained either from the manufacturer's specifi- 
cations, or perhaps by making measurements on the transistor, using the Tektronix 
Type 575 Transistor-Curve Tracer. Once the total change in сво has been estab- 
lished over the temperature range expected to be encountered by the transistor 
(both from external and internal generated heat), the total allowable change in 
the collector current and collector voltage must be established. In other words, 
we must determine how much the collector currents and voltages can be allowed to 
change. This will probably be governed by the specifications for the amplifier's 


design. Once these values have been established, we can arrive at a K factor which 
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will be useful in the design. The K factor or stability factor for current can be 


found with the equation: 


Alc (allowable) 


! А! сво (over the temperature range) 





K 


This will give the maximum allowable current stability factor that the circuit must 
maintain over the temperature range. If the transistor is to be operated in a 
common emitter configuration with a high resistance in the base lead, this factor 
will be approximately equal to the d-c beta of the transistor if no compensation is 
added. By compensation, we mean a synthesized constant current source or some form 
of feedback to reduce the stability factor. Since the minority carriers in the base 
are increased by approximately beta with a common emitter configuration with a high 
resistance in the base lead, the stability factor is approximately equal to d-c beta. 


Another K factor useful in design considerations is the voltage stability factor. 
This can be found by determining the maximum allowable change in collector voltage 
and using the maximum allowable change in сво over the temperature range. 


АҮсЕ (allowable) 


А! сво (over the temperature range) 


K 


۷ 


Since the factor Ky is found by dividing a current into a voltage, Ky comes out in 


resistance. 


Let's review a bit. First of all, the specifications of the amplifier will deter- 
mine how much the collector current and collector voltage of the transistors can be 
allowed to vary with changes in temperature. The changes in temperature can be 
generated internally or externally of the transistor. The change in сво сап Бе 
established Бу determining the total temperature range over which the transistor 
must operate, and obtaining the change in сво that will occur from the manufactur- 
er's specifications or by actual measurements on the transistor. By dividing the 
change in 1сво over the temperature range into the allowable change in collector 
current, we obtain the stability factor к. By dividing the allowable change in 
collector voltage by the change in сво over temperature range, we obtain the 
stability factor Ky- We might use these stability factors in an exact analysis 


or design.of an amplifier configuration but more commonly, to insure that speci- 
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fications are met, the stability factors are reduced to allow a safety factor and 
approximate design approaches utilized in the design of the amplifier itself. To 
give an example of incorporating thermal stability in an amplifier design, we will 
use an example of an approximate design approach to a low frequency, audio amplifier. 
This does not indicate the way, but a simplified approximate design approach. 


SELECTING A TRANSISTOR FOR THE AUDIO AMPLIFIER: 


When selecting a transistor for design of an audio amplifier circuit, the following 


parameters should be well defined to insure good design: 


hee (d-c current gain) - the variations in this parameter should be specified to aid 
in controlling the operating point. d-c feedback is sometimes used to minimize the 


effects of variations in this parameter. 


hee (small signal, a-c current gain) - variations in this parameter should be 


specified for use in insuring the minimum variations in amplifier gain. a-c feed- 
back is sometimes added to minimize the effects of variations in this parameter. 


Їсво (current, collector to base, with the emitter d-c open circuited) - the maximum 
Value should be stated to aid in thermal stabilization. It is helpful when this 
current is given at room temperature and also at some high temperature. A chart is 
sometimes given to allow the calculation of сво at different temperatures. 


NE (noise figure) - maximum value should be specified 


fhe or f à (frequency at which hee is reduced to 0.707 of its low frequency value - 
e 


345 down point) - minimum frequency should be specified to insure proper frequency 
response. This frequency should be high enough to prevent phase shift in any feed- 





back circuit. For common emitter design considerations, the frequency parameter fr 
is given by most manufacturers and gives information on the frequency characteris- 


tics of the transistor beyond Fhe and f e 
e 


fr (the frequency at which low frequency hee equals unity) - the minimum value 
ت‎ ee em сан 

should be specified to insure proper frequency response. fr is the gain bandwidth 
product of the amplifier can be used to determine the gain at frequencies beyond 


the frequency fhe 4 
е 
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В ео (maximum collector d-c voltage) - the minimum value should be specified. 
2 еа АНА а ВА ВЫ 


ү (collector to emitter voltage at saturation for a given value of їв апа 


CE(sat 
lo) - the maximum value should be specified. 


вады) Чани ctor ower о ipd Mit Ha 
fied. lt is also useful if the value of maximum collector power dissipation at a 


higher ambient temperature is given. If it is not given, then the value of thermal 
resistance for the transistor should be given. The value of thermal resistance will 
be given for the transistor from junction to case or junction to ambient, depending 
on the application, and can be used to determine the maximum power dissipation at 


different temperatures. 


For a safety margin in design, it is generally practiced to allow the following 
safety margins in the parameters given by the manufacturer. This assures that the 
variations of parameters in a batch or the aging of a transistor and component 


parts will be compensated for. 


В ро - Assume 75% of the value given by the manufacturer and limit peak audio swing 
below this point. If transformer coupling is to be used, limit the supply voltage 


to about 40% of the maximum value given by the manufacturer. 


| сво - Assume twice the maximum specified by the manufacturer at the maximum tem- 
perature and voltage. (If this is not done, then a reduction in the К factors for 


current and voltage stability can be applied.) 


h.. and h,. - Assume a variation between 50% of the minimum value specified and 


FE fe 
200% of the maximum value specified for both parameters. 


PD (max) - Assume approximately 75% of the specified maximum power rating at maximum 


expected operating temperature. 


ғ or f, - Assume 50% of the minimum frequency specified by the manufacturer. 
fe е 


fr - Assume 75% of the minimum frequency specified by the manufacturer. 
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Усє(зат) - Assume 200% of the maximum value specified. 


It should be brought out here that these safety margins do not apply to transistors 
being supplied by the manufacturer and guaranteed to meet certain specifications, 
etc. Once the specifications of the amplifier have been established, and after the 
transistor is selected, the initial design approximations can be made, and the 
proper operating point and load line selected. A high power amplifier, single 
ended, would probably have its load line selected so that voltage and current limit- 
ing occured at the same input level. For low distortion amplifiers, the a-c signal 
swing is limited to about one-half the supply voltage and the operating point 
selected for linear transfer characteristics (i.e., signal swing along the selected 


load line is linear). 


Keeping the input drive as constant a current course as possible (high impedance 
drive) will reduce distortion due to the input resistance variations with larger 
input signals. Output load matching is best for signal power gain, but a low load 
is needed for maximum power output. The output load resistance must be selected 


for required power output with sufficient gain. 


In push-pull amplifiers where temperature sensitive components are not used for 
thermal stability, it is sometimes necessary to use separate emitter resistances 


for proper feedback. 


Temperature sensitive components, negative feedback or perhaps synthesizing a con- 
stant current source can be used for thermal stability, and a-c signal negative 
feedback can be used to reduce distortion. For transformer coupled loads, it is 


safe to assume only about 30% efficiency. 


Transformer coupling gives a good thermal stability factor due to the low d-c resis- 
tance of the winding placed in the base circuit. This gives the thermally generated 
minority carriers a low resistance d-c path and reduces the magnification of the 
leakage current. If a transformer is used as a load resistance in the collector 
circuit, its d-c resistance does not cause large changes in the collector voltage 


for changes in collector current over the temperature range. 


Let's assume that for this example we are going to design a low level audio amplifier. 
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Assume that we have available an input signal current of 0.5ua peak, and we require 
an output signal voltage of lv peak. We want to limit ourselves to a single d-c 
supply voltage, and we will expect temperature variations from 10°С їо 70?C. In 
order that we might hold the specifications for the amplifier that we have just 


determined, we would probably select a configuration, such as shown in Figure 95. 





FIGURE 95 


Let's assume.we have selected a transistor with the following parameters at an 


emitter current of Ima, and 25°C. 


hi = 2.1 x» 1020 
е 

но = 1.8 х 107 

ге 

hee = 50 

Ж 47, 

ha з 1.8 х 107 /тпо5 
Өд = 0.5°С/т! 11 мае 


Once the transistor has been selected and the configuration decided upon, the de- 
sign can be started with an estimate of the number of stages needed. Since the 
transistor must operate over a range of temperatures, the circuit must be stabilized 
for d-c operating point. The configuration we have selected will allow us to design 
in thermal stabilization as long as we take it into account in the initial design. 
The stabilization due to the circuit configuration we have selected will result in 


a loss of the signal at the input of the transistor. This can be easily seen be- 
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cause Rg and Re in Figure 95 will certainly shunt some of the signal current. It 
is safe to assume about 50% loss in the estimations for determining the number of 
stages required. The signal entering the transistor is 0.25иа. hee = 50 and 
0.25ра x 50 is approximately 12.5ua peak signal current іп the collector circuit. 
An a-c signal of Iv is needed in the collector and, assuming an a-c collector 
current of 12.54a (just approximated), Ohm's Law says that it would require an 
80,0000 collector load resistor to deliver a lv peak signal in the output. 


Ту 
(ks = 80,0000) 


Using an 80,0000 resistor in the collector circuit would require a large supply 
voltage and limit the frequency response. Adding another stage, and again assuming 
а 50% loss at the input of the second transistor, the input signal is 6.25ua peak 
to the second transistor. With hee = 50, 6.25ua x 50 is approximately equal to 
312.5ра peak a-c collector current for the second stage. With a lv signal swing 
required, the collector load resistance will have to be: 
lv 
312.5 x 107 


= 3.30 


This is a more reasonable value for both supply voltage and frequency considerations 
and two stages will probably do the job. 


Let's review this for a moment. First of all, after selecting the transistor and 
determining the configuration, we started with a design approximation to determine 
the number of stages needed. We simply used the input signal and required output 
Signal to determine what size components would be required. We continued to in- 
crease the number of stages until a reasonable value of collector load resistor for 


supply voltage and frequency considerations could be realized. 


Since the first stage will be concerned primarily with current gain to drive the 
second stage, a small a-c load resistance can be tolerated. This is fortunate as 
the collector load of the first stage will be shunted by the input resistance of the 
second transistor and its biasing resistors. 


Since there is only a small current change in the first stage, the d-c operating 
point ag can be established at a fairly low value. Selecting the operating point 
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of the first stage to be а low value will help to reduce the noise level in the 
transistor (the noise level in a transistor will be less at the lower quiescent 
currents). This will also establish the input resistance of the first stage at a 


higher level, improving the signal to noise ratio in the amplifier. 


The second stage will have a larger current swing (we estimated around 3121a), and 
its input will be shunted by its biasing resistors and the load resistor of the 
previous stage. Establishing the static emitter current of the second stage at a 
higher value than that of the first stage will allow a larger current change in 
the second stage and reduce the input resistance. This will allow more of the sig- 


nal current to enter the second transistor. 


At this point, we would probably examine the characteristic curves supplied by the 
manufacturer, or possibly measure the transistor characteristics on the Type 575 
Transistor-Curve Tracer, and establish quiescent d-c operating points for collector 
voltage and emitter current. We would also assure that the d-c or a-c signal 

load lines do not cross the maximum power hyperbole and exceed the power handling 
characteristics of the transistor at any expected ambient or operating temperature. 
Figure 96 and 97 show the Tektronix Type 575 Transistor-Curve Tracer being used to 
measure the hybrid parameters for a transistor. We might also use the character- 
istic curves in Figures 96 and 97 to determine the quiescent operating point for 
the first and second transistor. Recall that we are going to set the first stage 
operating at a fairly low operating current to reduce the noise level, and the 
second stage a little bit higher current, since it has to have a higher current 
swing. Let's assume that curves, such as shown in Figures 96 and 97, let us 
decide to set the operating point emitter current of the first stage at 0.5ma, and 
the operating emitter current of the second stage at 2ma at the normal operating 
or design center temperature. Now, we might measure the hybrid parameters using 
the 575 as outlined in Figures 96 and 97, or we might use the parameters specified 
by the manufacturer at Ima. If we use the parameters given by the manufacturer at 
Ima, we will have to modify the parameters for use at the static operating point 
that we have selected. For the first stage, we selected 0.5ma and the second stage 
2ma, and neither of these operating points will allow us to use the parameters 

that are given at Ima. We can modify the parameters by using curves as supplied 


by the manufacturer to modify their parameters for different emitter currents. 


MEASURING he : 
No ue lE 
Note: To hold collector voltage con- 


stant, the measurements are made along 
the 5V collector voltage line. 


А! 


с 
hee 7 Als Alef = 0 
кю 1. та 
fe 10ра 
hee = 140 
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УСЕ (volts) 


TEST SET-UP: TEKTRONIX TYPE 575 TRANSISTOR-CURVE TRACER 


VERTICAL: COLLECTOR ma = lma/div 


HORIZONTAL: COLLECTOR VOLTS = lV/div 
STEP SELECTOR: ma/step = 0.0lma/step 


DISSIPATION LIMITING RESISTOR = 2002 


MEASURING h : 
oe 


Note: To hold base current constant, 
the measurements are made along the 
0.04ma base current curve. 


қ, = жс аһ - 0 
h = 0.00015mhos 
к. = 150umhos 


FIGURE 96 





Veg (volts) 
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MEASURING hie 





Note: Collector voltage is held constant 
by making measurements along the 5V 
collector voltage line. 


BE 

AV, (volts) 

BE 
NES NEI ES | 

B 
h, 2008۷ 
ie 10ра 
hje = 8000 4 L pm 





-—— "ct (volts) 


TEST SET-UP: TEKTRONIX TYPE 575 TRANSISTOR-CURVE TRACER 
VERTICAL: BASE VOLTS = 0.02V/div 
HORIZONTAL: COLLECTOR VOLTS = IV/div 
STEP SELECTOR: BASE CURRENT = 0.0lma/step 
DISSIPATING LIMITING RESISTOR = 2000 

NOTE: VERTICAL POSITIONED UP TWO MAJOR DIVISIONS 


MEASURING h, : 
A nid 


Note: |, is held constant by making the 
measureménts along the 0.05ma base 
current curve. 





VBE 
Ale (volts) 
he * av, | Me = ° | 
h e 0.002V 
re цу 
6 





hee = 500 x 10 


+ VCE (volts) 


FIGURE 97 
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We might also use the following approximations which are fairly close. Assume that 
г- апа hoe vary directly with the emitter current, and that the other parameters 
wifi remain fairly constant over this small range of emitter currents. hie of the 
first transistor will have to be modified by dividing 21000 (which is the hie 
given at lma) by the factor 0.5. This gives a value for hie of the first transis- 
tor of 42002 at an emitter current of 0.5ma. hie at Ima is 21000; operating point 
current is 0.5ma, or 0.5 times the current at which the parameter hie was given. 
Dividing hie by this factor gives hie at the new operating point current. The 
factor for the second stage is 2. n selected is twice the value of current at 
which the parameter was given. For the second stage, hie is approximately 21000 
over 2, or 10500. For initial design approximations, these parameters do not have 


to be exact and, therefore, we can use the approximations. 


Keeping in mind that the input resistance of the second transistor will shunt the 
collector load of the first stage, we will have to assume an a-c load for the first 
stage of somewhat less than the input resistance of the second stage. This input 
resistance will also be shunted by the biasing resistors and by the load resistor 
for the first stage; therefore, we should assume a value below the input resistance 
of the second stage. Assuming 6002 here will give an idea of the magnitude of the 
collector load and allow an approximate load line to be drawn on the collector 
family of curves for the transistor. This might be necessary to determine the 
maximum allowable change in collector current and collector voltage that can be 
allowed over the temperature range. These changes will have to be limited so that 
an applied signal will not cause the transistor to move into a non-linear region 
of its characteristics along the load line. Figure 98 shows a d-c load line and a 
signal load line constructed on a characteristic family of curves taken with the 
575 Transistor-Curve Tracer. As temperature increases, the static operating point 
will move to a higher current point; therefore, the a-c load line will move to a 
different point of intersection with the d-c load line. It is possible with a 
significant increase in temperature for the a-c load line to move into an area of 
distortion. By an area of distortion, we mean an area where the applied signal 
will cause the transistor to give a non-linear result in the output circuit. Since 
we are designing a low level audio amplifier and we are going to use resistive- 
capacitive coupling, we won't be as concerned with the d-c levels as we might be 

if the amplifier were direct coupled. If the amplifier were direct coupled and it 


was necessary to amplify d-c signals, we would probably have to be a lot more 
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critical with the d-c operating point over the temperature range than when we are 
capacitive coupled. With direct coupling, any changes in the quiescent operating 
point represents a d-c signal to the following amplifier, and these changes are 
amplified. Any bias changes will appear as a signal to the following stage. 


25 





FIGURE 98 
When we have an increase in temperature, the operating point moves up the d-c load 
line. The peak signal voltage and current changes will show how far it can move 
before distortion starts to occur. This will be the permissable shift in the 
operating point. From this, a maximum allowable change in collector current and 


collector voltage before distortion occurs can be determined. This allows calcu- 
lation of the amount of d-c stability that must be incorporated in the circuit to 
compensate for changes in the thermally generated minority carrier current over the 
temperature range. The change in сво over the temperature range can be calculated 
by determining the сво at room temperature and at the maximum temperature that 

will be encountered. This can be done by taking the information from the manufac- 
turer's specification sheets, or by measuring these changes using the 575 Transistor- 
Curve Tracer and a thermal probe. The maximum current stability factor can be found 
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by the formula: K = Alc (allowable) 
1(тах) 7 


А! сво (over the temperature range) 


And the maximum voltage stability factor can be found by the formula: 


ANCE (allowable) 


K, = 
V (max) Alcgo (over the temperature range) 


The original specifications for the amplifier said that we would operaté ко 70°С 
ambient temperature. We must also take into account the heating effect at the 
junction due to power dissipation. Having selected the operating point for the 
first stage as emitter current = 0.5ma and Veg = 1v (see Figure 98), the collector 
power dissipation can be found by taking the product of lv and 0.5ma. The manu- 
facturer's specifications list the thermal resistance, junction to ambient, of the 
transistor as 0.5°C/mw of collector dissipation. The first stage has only 0.5m of 
power dissipation and, therefore, we can assume that the junction temperature will 
not rise much above ambient. The first stage has the temperature range of 10°C to 
70°С. 


If we start at room temperature and compensate for an increase in temperature; any 
decrease in temperature will be compensated for. Let's assume from the manufactur- 
er's references that we find that сво will have increased by 50ua when temperature 
increases from room temperature to 70°C. Change in lego for the first transistor 


is 501a over the temperature range. 


From the curves of the transistor and the load line, we find that collector current 
can increase by 0.3ma before distortion occurs. Change in collector current allow- 


able is 0.3ma. The current stability factor (ку) can be found by the formula: 


Alc 0.3 x 10? 

Kı (max) ЗАГ T -6 = 6 
сво 50 х 10 

From the transistor characteristic curves, the collector voltage Veg can change 


850mv before distortion starts occuring. From the formula: 


AV -3 
CE _ 850 x 10 
Ку (пах) = т = 250 хо 17, 0009 


CBO 50 х 107 
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Since these values are based somewhat on approximations and the finished circuits 
will be using available values of components with allowable tolerances, it is best 
to allow a safety factor. This will also take into account the changes in сво 
over a batch of transistors, etc. This is done by taking the maximum allowable 
stability factors of the circuit ( that we just calculated), and reducing them for 
insertion into any design formulas. In this case, let's reduce Ky (max) to 14,0002 
and К (пах) to 4. We could do the same thing if we were to assume that | сво in- 
creased more than the manufacturer's specification listed. Ме would simply be 
doing the same thing by assuming a larger Їсво in the first place; however, we 


would not want to do both. 


We must keep in mind that when values of the stability factors are reduced, the 
maximum stability factor will be held to a tighter tolerance, but the circuit is 
made more critical and gain and impedance levels are sacrificed. Reducing the 
maximum K factor approximately 25% is a good starting point. If an approximate de- 
sign approach is sufficient, the formulas in Figure 99 can be used to design the 
circuit. These are nothing more than Kirchhoff's equations with the K or stability 
factors added. These formulas assume that the base to emitter voltage can be neg- 
lected and that the collector current and the emitter current are nearly equal. 
They will give approximate values. Figures 100, 101, and 102 give the approximate 
Kirchhoff's equations using the stability factors for several other configurations. 
Figure 100 gives the approximate formulas for the synthesized constant current 
source type of stability, or what is generally referred to as long-tailing at 
Tektronix, Inc. Figure 101 gives the approximate Kirchhoff's equation using the 
stability factors for a circuit utilizing both the emitter resistor synthesizing 

a constant current source, and a feedback circuit from the collector back to the 
base to improve the stability. Figure 102 gives the approximate Kirchhoff's 
equations using the stability factors for a direct coupled cascade. The formulas, 
once again, are nothing more than Kirchhoff's equations with the stability factors 
used, and they are approximate, since they assume that the collector current and 
emitter current are equal, and there is very little voltage between the base and 
emitter on the transistor. Approximate formulas are generally good enough; however, 
since the circuit will then have RMA components added which have allowable toler- 
ances and the design of the circuit will be checked with an analysis approach once 
the actual components have been substituted. If it does not meet specifications 


when an analysis approach is applied, steps will have to be taken to correct it; 





143 


however, the safety factors make this improbably. 


Selection of a value for Re in the equations can be governed by a number of factors. 


If R 
E 
base of the transistor and reduce the gain of the amplifier. We have discussed 


is not bypassed, it will greatly increase the input resistance seen at the 


this earlier in this volume. 


Optimum thermal considerations will occur when the operating point is selected 
as 1/2 Усс- This is the point of tangency with a constant power hyperbole. This 
was also discussed earlier. The value of Ry, will also limit the maximum current 


E 
gain when using the formulas in Figure 99 to design a circuit, and this is covered 


in Figure 99. For our example, we will simply select a value of Re considering 


current gain, because Re will be bypassed with a capacitor. 


Using the formulas in Figure 99, and selecting an emitter resistor of 18002, the 
value of load resistor or Ry is 1,360, the base biasing resistor Rey is 11,0600, 
the resistor Rey is 20,6502, and the value of the supply voltage Vec is 2.585v. 
These values were obtained by inserting the voltage stability factors 15,0000, 

the current stability factor of 4, the design center emitter current of 0.5ma, and 


the design center collector voltage of lv into the equations in Figure 99. 


The same formulas as used for the first stage in Figure 99 may be used for the 
second stage as well. The stability factors for the second stage, however, must 
take into account the change in сво over the entire temperature range. The oper- 
ating point emitter current of the second stage has been selected as 2ma, and a 
collector voltage of 10v. (We are assuming that we have selected these from the 
characteristic curves.) This gives a collector dissipation of 20mw. The thermal 
resistance, junction to ambient, of the transistor is 0.5°C/mw, and this will 
give a rise in junction temperature above ambient of 10°C. This means that the 
circuit will have to be stabilized, not to 70°C, but to 80°C to compensate for 
the heating effect at the collector junction. The collector power dissipation 
raises the junction temperature above ambient Ьу 10°С. The specifications call 
for an ambient temperature of 70°С; therefore, the junction will have to be 


stabilized ко 80°С. 


Let's assume from the manufacturer's reference that logo increases by 120на at 
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80°C. The change in сво for insertion into the K formulas is 120ua. Assume that 
from the curves for the transistor, it is found that the collector current can in- 
crease 1.08ma before distortion starts occuring, and Veg can decrease by 6.72v 


before distortion occurs. 


The maximum current stability factor can be calculated using the formula: 


1(тах) 7 А! во Я 120ра 


and the maximum voltage stability factor: 


AV, 
СЕ _ 6.72% _ 
Ky (max) ч Alcgg — 120ua ^ 56,0000 


Since we did not reduce the value of the change in 1 over the temperature range, 


CBO 
we must allow a safety factor. In this case, reduce К (ках) to 7, and K 


47,0002 for use in the formulas in Figure 99. 


V (max) I 


The voltage change at the output is the prime consideration in this stage. The 
transistor is not working into another transistor, so the d-c collector load re- 
sistor can also constitute the a-c collector load resistor. In this case, Re 
should be selected by considering the supply voltage available and the frequency 
response desired because Re will effect the size of the load resistance. Thermal 
considerations should also be kept in mind. 


As a starting point, select Re = 1,2000. From the formulas in Figure 99: 


Rio = 14,8300 
Rp? - 77,0000 
Rg2 7 9,5300 
Vec2 - 22.1у 


A 22v supply is needed for the second stage. A divider network can be used to 
supply the first stage and allow the use of only one supply voltage source. 


RMA components should now be inserted.as close to the values calculated as tolerance 
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APPROXIMATE d-c DESIGN AND ANALYSIS EQUATIONS 


In the equations on this page, the absolute value of quantities inserted into the 


equations must be used. 


In general, the selection of Re for this configuration governs to a great extent 
the maximum current gain that can be obtained. The nominal value of Re for maxi- 


mum current gain is КЕ = ку/ж,. 





FIGURE 99 


The equations on this page are for the configuration shown above. ТЕ апа УСЕ in 
the design formulas are the selected operating point emitter current and 
collector voltage. Ki and ку are the calculated maximum allowable current and F 
voltage stability factors that the circuit must meet. These are approximate 
formulas, but will generally give values within allowable tolerances, once RMA 


components are inserted. 
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APPROXIMATE d-c DESIGN AND ANALYSIS EQUATIONS 


In the equations on this page, absolute values of the quantities inserted into the 


equations must be used. 








FIGURE 100 


The equations on this page are for the configuration shown above. 


NOTE: LONGTAIL 


ТЕ апа УСЕ 


and collector voltage. Ki and Ky are the calculated maximum allowable current and 


in the design formulas are the selected operating point emitter current 


voltage stability factors that the circuit must meet. These are approximate form- 
ulas, but will generally give values-within allowable tolerances, once ВМА сотроп- 


ents are inserted. 
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APPROXIMATE d-c DESIGN AND ANALYSIS EQUATIONS 


In the equations on this page, absolute values of the quantities inserted in the 


equations must be used. 





FIGURE 101 


The equations on this page are for the configuration shown above. 


NOTE: Ry, returned to the collector for d-c feedback 


F 


lp and V in the design equations are the selected operating point emitter current 


E СЕ 
and collector voltage. к, апа Ку are the calculated maximum allowable current and 


voltage stability factors that the circuit must meet. These are approximate formu- 


las, but will generally give values within allowable tolerances, once RMA components 


are inserted. 
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APPROXIMATE d-c DESIGN AND ANALYSIS EQUATIONS 


In the equations on this page, absolute values of the quantities inserted in the 
equations must be used. 





FIGURE 102 


The equations on this page are for the configuration shown above. 
NOTE: DIRECT COUPLING 


n and V in the design equations are the selected operating point emitter current 
and colléctor voltage. K, and K, are the calculated maximum allowable current and 
voltage stability factors that tlle circuit must meet. These are approximate formu- 


las, but will generally give values within allowable tolerances, once the RMA com- 
ponents are inserted. 
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permits, and the circuit checked using the approximate d-c analysis formulas in 
Figure 99. An a-c analysis approach can then be applied to insure that the speci- 
fications of the amplifier have been met. We can use the a-c analysis approaches 


that we have discussed earlier in this volume. 


CALCULATING COUPLING CAPACITORS AND EMITTER BYPASS CAPACITORS: 


The coupling capacitor and emitter bypass capacitor can be calculated from the for- 








mula: 
The coupling capacitor: 1 
Ce т ганг 
НАР (қ t t =) 
eq i 
The emitter bypass capacitor: h. +1 
fe 
Cis 
Е RL Fs, 
25 ба, (в TRY. ) 
eq 


Where: заь = the lowest frequency it is desired to amplify 
г; = the a-c input resistance of the transistor 


rad = any resistance shunting гі 


RL = d-c load resistor of the previous stage. 
The completed circuit with calculated values is shown in Figure 103. Figure 104 
shows the completed circuit with RMA components substituted for the approximate 


components obtained in the design procedure. 


The following is an approximate d-c analysis of the circuit in Figure 104 using the 


equations in Figure 99: 


Квт Rey 


Ki) яз 
Rey (Ry, + Rey) 


= 4.3 


3 
Ку яз Ky Rey + Ru (1 + кү) £ 15.7 x 10 
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K,, V, 
і m 61 =0.508па 


E Fl 


(8 ву) я 0.92v 


Усе сі 7 eı "бер + 


Кво Reo 


K за eR yu ul 
12™ Rep (Ra + Кра 


Куз = Kiz Rez * Rya (1 + Kj) = 39.7K 


V, 
E2 = чо = 2та 
Е2 





Vcg2 ^ Vcc2 7 !g2 (Reo + 8,5) z 10.2v 










ww —» Усс 
_ : 1 в -22V 
LI L2 
1.36k L 39K ц.8зк 












Rey E2 
11.06K 






FIGURE 103 
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Notice that the stability factors are well below the maximum values calculated for 
the amplifiers using the specifications of the transistors. The transistor currents 


and voltages are very close to the design center values selected for both stages. 


39K 


FIGURE 104 


D-C COUPLED AMPLIFIER DESIGN: 


To simplify an example of d-c coupled design, we will assume that the same stability 
factors and operating points will be applied as in the previous design situation. 
However, it is desired to have the amplifier amplify down to d-c and, therefore, 
direct coupling is a prerequisite. In order to design the amplifier for direct 
coupling, the approximate Kirchhoff equations in Figure 102 are used. Figure 106 
shows the configuration that the amplifier will have, and the following parameters 
are given (they are the same as in the previous problem). lg; 7 0.5ma, Vogl = lv, 
Kye 4, Кут = 14k, m 7 2ma, Vcg, - 10у, Ki) 7 7, Ky; - чук 
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FIGURE 106 


Parameters at 25°C, ТЕ = Ima: 


3 = 
hje = 2.1 x 10 - 50, h 


25 
‚ Вне = 1.8 x 107, h 2 


-7 " 
е” ц.8 х 10°/, 9, з 0.5°C/mw 


ЦЭ 


The underlined value is the selected RMA component value: 


Қалы ек 3 2. 

-V1 E2- 312 (СЕ2 ,, (1 х 101) (2 х 107) - (2) ()_ 
Rey sw та = ка 1262 „ ох 10 - х 10 эт ET 

11 'Е2 12 El (4) (2x 1077) * (7) (0.5 x 1077) 

V, +1. К -3 3 
Rp СЕ! ; El "ЕТ ,, 1 ж (0.5 х 10 шоо х 1072) ہے‎ 1.5K 

E2 2 x 10 
3 3 
x 107 - (1.5 x 10 8 6:08K s 6. 2k 





(Rez + №2) & 10 * (2x 1072) (1.5 x 103) (7) = 25 Шу 


CE2 е 
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УСК 
к сс “12 26 (25.8) (7) _ =15.45К = 15К 


Ш Тро Кра + !go Ki; (0.5 х 1073) (7) + (2 х 1073) 8 


КУ 
Rey А м 208K = 200K 
El (0.5 х 1077) 
йы Ж, К 3 3 
X — B H ра (200 х Hd (1.8 x 10 —- =1.5К 
FI El “II (200 x 107) - (1.8 x 107) (4) 


1.5 x 103) (15 х 103 


3.18К =3.3К 
Lı “ı1 7 Re2 ı2 (15 х 103) (4) - (1.5 х 103) (7) E эж 


Figure 107 shows the amplifier with component values. 





FIGURE 107 - 


Let's apply the approximate design approach once more. Assume we are designing a 


low level, low frequency amplifier with the following specifications: 
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Input signal: 0.lua peak 

Required output signal: 1.2v peak 

Single d-c supply operation 

Design center temperature: 25°C 

Stable to maximum ambient temperature of: 70°C 
Supply voltage available: 20у 


Assume a transistor has been selected, and the parameters at lg = lma are: 


hy, = 550 
he, = 50 
hob ш 0.2штһо5 
ha 2x 107^ 


Since the specifications and transistors are similar to the previous problem, a 
quick inspection will indicate that two stages are required. Assume that the 
characteristics of the transistors have been inspected, and the operating points 


selected are: 


- 0.5ma 


leg = 2ma 
Veg = 6v 
Assume that the change in сво over the temperature range has been divided into 


the allowable changes in collector current and voltage, and the following stability 


factors (safety factor included) are derived: 


Kı =7 

Кур з 22К 
Кіз 10 
Kyo = 75K 


Since we will be limited to a single d-c power supply, we will use the configur- 
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ations in Figure 108. 





FIGURE 108 


Stage 1 is essentially a current amplifier, and selection of КЕ for optimum current 


gain is: 


ж 


vl 
Rey = 2 = 1.571K 


Let's select Rey = 1.5K 


Stage 2 is concerned with voltage swing at its output, and the supply voltage is 
limited to 20v. This must be considered when selecting Reo: The selected tran- 
sistors have an hee of 50. The input current to transistor | is 0.2ua peak, 
assuming a 50% loss in the input biasing network. Assuming the current gain of 
stage | is whee the output current of stage | is: 50 x 0.2ua & lO0ua peak 

Once again, assuming a 50% loss in the biasing configuration at the input to stage 
2, the input to stage 2 is *5ua peak. Assume the current gain of stage 2 is 


х hte: the output current of stage 2 is: 50 x Spa peak © 250ua peak 
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The required output voltage swing is 1.2М реак. By Ohm's Law: 


1.2у 


250ua = 4 8K 





or about 4.8K9 of load resistance is required to develop the l.2v of output voltage. 


The operating point current of stage 2 is 2ma. The d-c voltage drop across the 


load resistor is: 
2ma x 4.8K % 9.6v 


The design center Veg of the transistor has been selected as 6v, and this leaves 
4.4y that can be dropped across Reo (20v - 9.6v - 6v & h.hv) 


The maximum value of Re can be found by: 


Му м) ж 





So that we include a safety factor, let's select the value of Reo as 1.8K. Now, 
using the design formulas in Figure 99, do an approximate design of the circuit in 


Figure 108 before reading on. 


The following is the approximate d-c design of the circuit in Figure 108: 


Stage 1: 


Re, selected as 1.5K 


El 

Ko = KR 3 3 

vi 7 Кур Кер „(22 х.103) - (7) (1.5 х 103) 
Ке. 1*7 яз 1.438К 


п 


Куу Усер + Тер yii), (2)+(0.5 х 1072) (22 x 10? - 1.8 x 10? 


z 3.87 v 
CCI Ki 1 7 


Ki, V 
Rey ІМ Р ЛЕ 3.57. — s ig ek 


ІН 0.5 x 10? 
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К, В: К 3 3 
fi s ut aa F РА 1. v 48.5 x 10 ]- si5.38k 
FI 11 “EI (88.5 x 107) - (7) (1.5 x 107) 


Stage 2: 
Rey = Selected as 1.8K 
Kiyo = Kin А 3 3 
қош у2 12 E2 ду ----4- кг 1.8 х 10 x 5.18K 


12 | * Kio 


ҚАМ ТЕ ҚҚ.) 3 3 3 
я —12—СЕ? E2 ““ү2 L2” „ 10) (6) ж (2 х 107) (75 х 10" - 5.18 х 107) way 


V 
сс2 Kio 10 


KV 
Rey 12—202 сс2 „10 20) =% 100K 
E2 2 x 10 


K 


Rea R 3 3 
12 "E2 "F2 (10) (1.8 х 102) (100 х 107) & 21.95K 


я т 
"52 Re З Kip Rep (100 х 102) - (10) (1.8 х 103) 


The completed circuit is shown in Figure 109. A 29K resistor drops the supply 


voltage down to approximately 3.5v for the first stage. 


POWER TRANSISTORS : 


All transistors are power amplifiers, but those transistors primarily designed for 
large signal amplification and for high power switching are referred to as power 


transistors. 


The parameters and equations used in the section dealing with hybrid equivalent 
circuits and other functional models of small-signal, low frequency amplifiers are 
not valid for the power transistor. The small-signal parameters are obtained by 
making incremental measurements at a given operating point and set of conditions. 
The power transistor will generally swing over a large region of its operating 


range, making analysis and design difficult with the use of small-signal parameters. 
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FIGURE 109 


The use of curves and charts with power transistors is more common, although an 
approximation of the operation may be made using the equations for gain and imped- 
ance levels previously discussed. This is assuming that the parameters are given 
by the manufacturers, or measured on a device such as the Tektronix Type 575 
Transistor-Curve Tracer, or other measurements devices for obtaining parameters. 
All the parameters for a power transistor are seldom given by a manufacturer. 


Those that are given are large signals, or d-c parameters, rather than small signal. 


Two short circuit parameters are sometimes given because the power transistor will, 
in а great number of cases, be working into a transformer or a low impedance load. 


They are H the large signal, forward current gain, and He the lařge signal, 


FE’ 
input resistance. Open circuit parameters such as hoe and hee are seldom given 


because the input of the transistor is rarely open or near open circuited. 


The small-signal parameters are measured using incremental changes in the currents 


or voltages. The large-signal parameter measurements are made using large variations. 
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The following is a list of parameters that you might encounter for a common emitter 


configuration: 


Forward Cur ant Gain: 


Small signal: 


Large signal: 


Input Resistance: 


Small signal: 


Large signal: 


d-c: 


Transconductance: 








Alc 
hfe = ai, Vee ж 0 
H, ac ду, 0 
РЕ 7 21, СЕ" 
в.. 167 1сво 
FE* Т n 
АМЕ 
hie - Al Vee =0 note: A= incremental changes 
АУЕ 1 
Hie "AN Ae =0 note: A= large changes 
Wn 
IE в 
от 
FE МЕ МЕ 


Transconductance is the transfer parameter for dealing with output current with 


respect to input voltage. 


figuration for maximum power gain. 
manufacturer for the common emitter configuration typically for this reason. 


Power amplifiers generally take on a common emitter con- 


Curves, charts, and parameters are given by the 
Common 


base, common collector, and special circuit configuration parameters are derived by 


converting these values. 
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Figures 110, 111, and 112 show a group of characteristic curves made available by 
a manufacturer of power transistors. These are reproduced here with the courtesy 
of Motorola Semiconductor Products, Inc., Phoenix, Arizona. Figure 110A is a plot 


of Їсво 
for this particular transistor. A typical application of this chart might be in 


, the collector cut-off current versus temperature for different voltages 


finding the change in сво over a range of temperatures for design stability con- 


siderations, or determining сво at a given temperature. 


Figure 110B is a plot of collector current versus base current for several different 
temperatures, and gives a large signal graph of base current versus output current 
at these different temperatures. The slope of any curve in Figure 110B can be used 
to calculate the beta of the transistor at that temperature. Figure 110C plots 
collector current versus base to emitter voltage at several different temperatures. 
The slope of the line in this chart can be used to calculate the transconductance 
of the transistor. Figure 110D is a composite curve, showing base to emitter 
voltage versus base current and collector current. This is a combination of a 
graph of Hie and a transfer characteristic. The effects of source impedance on 


output distortion is shown. 


Figure 111A is a collector family of curves with the base current as the running 
parameter. A hyperbole indicating maximum power dissipation of the transistor has 
been superimposed, showing the safe limits of operation. A load line has been 
plotted and an input current applied, showing the results and variations in the 
output voltage and current, illustrating how they may be derived. Figure 111В 1$ 
an expanded plot of collector voltage versus collector current with base current 

as a running parameter. This extends the area around saturation and allows VcE(sat) 
to be calculated, along with other transistor characteristics at or near saturation. 
Ғідиге ІТІС is a plot of current gain (hpg) versus collector current for determin- 
ing Пре аб а given operating point. Figure I1IC is a plot of hee versus tempera- 
ture, allowing the variations in current gain with changes in temperature to be 
pre-determined. The vertical plot in Figure 111D is, in a percentage factor, the 
product of hee at the normalized temperature, and this factor will give hee ata 
different temperature. In the case where the change is desired, the difference in 
the two values of hee will give the change in hee with temperature. 


Figure 112A is the plot of temperature versus the percentage change of base to 
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FIGURE 112 


emitter voltage. This allows prediction of the variance in base to emitter voltage 
for a given change in temperature, and the running parameter is collector current. 
This is useful in d-c stabilization approaches. Figure 1128 15 the plot of case 
temperature versus power dissipation in watts. The slope of the line can be used 
to calculate thermal resistance, junction to case ICE Thermal resistance has 
been discussed earlier in this volume and in preceding volumes. Figure lllC is a 
chart that is sometimes supplied by the manufacturer or constructed from the 
collector family of curves from the ratings supplied by the manufacturer. Since 
the maximum power dissipation limits of the transistor can not be exceeded, it is 
obvious that both maximum current and voltage cannot be applied to the transistor 
simultaneously. The line marked "absolute maximum limit" in Figure 112C is con- 
structed from maximum collector current and voltage points at given base current 
points. This line encloses an area in which it is possible to operate the transis- 
tor. Operation beyond this line will result in breakdown of the transistor. Орег- 
ation in the dotted area in Figure 112C is only possible in the switching mode of 
the transistor. We previously discussed that the transistor can be operated beyond 
its maximum steady state power dissipation hyperbole if it is operated in the 
switching mode and does not spend too much time in the area of maximum power dissi- 
pation. Operating repetition rate in the dotted area in Figure 112C, however, is_ 
going to be limited by the thermal time constant of the transistor. If the repe- 
tition rate of switching is such that the transistor spends considerable time in 
the area of maximum power dissipation, the transistor will be harmed when operating 
in the dotted region. If the transistor rests in the active region, or has its 
quiescent operating point in the active region, it must be operated with its load 
line in the cross-hatched area in Figure 112C. We might draw the cross-hatehed 
area in Figure 112C by constructing a line tangent to the maximum power hyperbole 
and extend it to the maximum voltage point and cross-hatching all the area below 
this. This would be the permissable area for construction of the load line for this 
transistor for an amplifier or a switch that has a resting state in the active 


region. 


POWER TRANSISTOR SPECIFICATIONS AND RATINGS: 





In addition to the curves and the parameter, the manufacturer generally specifies 


the following: 
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Frequency Cut-Off for Current Gain: 


fag or қ - the frequency at which the forward current gain (h, is reduced to 
FE 


0.707 of its low frequency value (low frequency value to mean the standard fre- 


re 


quency at which the current gain was measured). This represents a 3db reduction in 


current gain. Я ог ба, is the frequency at which the forward current gain of 


FB 
the transistor in the common base configuration is reduced to 0.707 of its low 


frequency value. 





fr is the frequency at which the low frequency common emitter, forward current gain 


is reduced to unity. This is the gain bandwidth product of the transistor. 


Switching Time: 


Delay time, rise time, fall time, and storage time of the transistor are listed. 
These characteristics were covered in an earlier volume, and the earlier coverage 


is valid here as well. 


Collector Cut-Off Current (сво) 





The collector reverse leakage current plus thermally generated minority carrier 


current, collector to base, with the emitter lead d-c open circuited. 


Collector Saturation Voltage [ee sat)] ' 


The minimum collector voltage necessary to sustain normal transistor action under 
specified collector current. At a voltage less than VcE(sat)* the collector be- 
comes forward biased, and the transistor is in saturation. The saturation resis- 


tance ce sac] is sometimes given, and the product of R, and the saturation 


CE(sat) 


collector current gives the value of VcE(sat)* 
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MAXIMUM RATINGS: 


Collector Breakdown Voltage: 


The voltage across the collector junction at which the collector begins to avalanche. 
This is the maximum allowable collector to base d-c voltage. These voltages are 
also specified by configuration, as discussed in an earlier volume. For instance, 


By , as shown in Figure 112C, is the breakdown voltage, collector to base, with 
CBO 
the emitter d-c open circuited. In other words, this is the breakdown voltage of 


the collector-base diode, the voltage at which the collector base diode begins to 
avalanche. The breakdown voltages are determined by the temperature, which in turn 
determines the number of minority carriers in the base of the transistor. Since 
the injection of carriers from the emitter into the base increases the number of 
minority carriers available and allows the transistor to start avalanche at a lower 


reverse voltage, By and By occur at a lower voltage than By . This also 
CEO CES CBO 


is covered in an earlier volume. 


Maximum Power: 


The thermal considerations as applied to diodes and transistors that were discussed 
in the earlier volumes are valid when dealing with power transistors as well. The 
considerations for using a heat sink and determining the value of a heat sink and 

the maximum operating power of the transistor when thermal resistance is known may 


be used here in the same manner they were used in earlier volumes. 


TYPICAL CIRCUIT: 


Figure 113 shows a typical single-ended power amplifier, such as might be found in 
a Tektronix oscilloscope. It is being used as a power supply regulator in the 


Type 422, portable oscilloscope. 


Transistors Q624 and Q634 make up what is termed an "emitter coupled comparator 


amplifier". This circuit can be compared to the vacuum tube ''cathode coupled 
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comparator amplifier'' adequately covered in the Tektronix publication, "Турісаї 


Oscilloscope Circuitry". 


сл 
<0 
Фе 
лквої leva | 
|< 


| 

ов -нөу | 

K- " 
эр = 


то әсімтенковк е Т 





"єз, 





торыға 


рес ты я | 







‚бо 
"Ж 





TYPE 422 OsciLLOSCOPE ^ AC POWER SUPPLY ® 


FIGURE -H3 


The circuit can be compared to the differential amplifier previously discussed. 
Any difference in the levels at the bases of the transistors results in an error 
signal delivered to Q633, and in turn to Q637. Zener diode D622 establishes the 
reference voltage on the base of Q62h with respect to the supply that the emitter 
resistor is returned to. The base of Q625 will always be 5.6v more positive than 
the bottom of R624. (Remember: electron current flows with the arrow in a zener 
diode symbol.) The zener diode is in a breakdown mode, 


D622 is a 1N752, 400mwatt, 5.6v, 5% zener diode. Its characteristics are shown 
in Figure 114. Since D622 is in the breakdown area near the changeover point be- 
tween avalanche and tunnel breakdown modes, it has a very low temperature coeffi- 
cient of voltage. D622 has a temperature coefficient of voltage of +0.005%/°C. 
In other words, the voltage across the zener diode terminals will only change by 
0.005% for each °C of temperature change. Therefore, the reference voltage at the 


base of Q624 will be very stable over a range of temperatures. 
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FIGURE 114 


Let's assume that the -12v supply in Figure 113 tried to become more negative or 
go beyond -12v. Since the drop across 0622 is constant, the base of 0624 will be- 
come more negative, and its emitter will follow. The voltage drop between the base 
of 0634 and the bottom of R624 is not constant, however, and 0634 sees an error 
signal that requires a reduction in current. The reduction in current in Q634 
allows the collector to become more positive. Q633 is an emitter follower, there- 
fore, the positive excursion is applied to the base of Q637. This reduces the 
forward bias on Q637, increasing its resistance to drop the added voltage. The 
-12v supply returns to normal. The variable resistor R639 is adjusted in the 
initial calibration procedure to provide a voltage at the base of Q634 that results 
in the -12v supply being exactly -12v. Any changes in line voltage or load current 
(within the specifications of the circuit) are compensated for by the amplifier. 
Q637 is a silicon NPN, high power transistor. Its thermal resistance, junction to 
case (өс) is 6?C/watt. |t is mounted on a heat sink which has a dissipating area 
of approximately 5 square inches and is 1/32 of an inch think. From table 10 in 


Volume 6 of this serles, this represents a heat sink thermal resistance (c4) of 
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12*C/watt. The transistor is mounted using a dry mica insulating washer, which 
gives a thermal resistance, case to heat sink (Orc), of 0.8*C/watts. Total thermal 
resistance (Өд) is the sum of all the thermal resistances, or: 


9j4 = ус + @cs + Osa 


Өд = 6°C/w + 0.8°C/w + 12°C/w = 18.8°C/w 


The maximum operating junction temperature (T max) of a 40250 transistor is 175?C. 


Трах 7 ТА 
Maximum power dissipation (тах) = Teu 
where: ТА = ambient or surrounding air temperature’ 
T = maximum junction operating temperature 


Jmax 


For Q637 in Figure 113, at 25°C ambient temperature, the maximum power dissipation 


is: 
р _ Птах З ТА 175% = 25°C 
= Отах 9 А 18.8°C/w 
Раа = 7.98 


Before reading on, if we measured 5.3v from collector to emitter of Q637 in Figure 


113, how much current can it handle at 25°C? 


The current capability can be found by dividing the maximum power by the voltage: 





P. 
1 = Dmax _ 1.98" |. cA 
5.3v 


max E 


We have applied some of the basics that were previously discussed to the foregoing 
example. The particular power supply that we were discussing provides a reference 
voltage for other supplies in the a-c power supply of the Tektronix Type 522 
portable oscilloscope. The zener diode used has a low temperature coefficient of 
voltage and silicon, NPN transistors are used in the amplifier. 
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DARLINGTON OR COMPOUND CONFIGURATION: 


When high input resistance and high 8 are required, a configuration such as shown 
in Figure 115 can be used. An extremely high B and input resistance can be accom- 


plished with this type of connection. 


FIGURE 115 
This configuration is referred to in a number of ways. Compound connection and 
darlington circuit are two. Notice in Figure 115 that the emitter current of Qi 
is supplied by the base of Q5. The collectors are connected together, and we 
have a three-terminal device again. Some manufacturers are supplying a darlington 


connection in one encapsulation. 


To see how the darlington circuit can offer such a high input resistance and 


equivalent f, consider the currents and values of a and f in Figure 116. 


b27 iel = Ima 





= 0.98 162 з 50та 
FIGURE 116 
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If the configuration in Figure 116 were placed in a black box, such as shown in 
Figure 117, and measurements made to obtain parameters, the results would not indi- 


cate the number of transistors. 
i 





out 





= 49.98 ma 
2 


FIGURE 117 


If a measurement is made to obtain В ог here: as shown in Figure 117, the equation 


is: : i 
^i Ai -3 
h Qut, oe. 49. X107. 2099 
'b 0.02 х 10 





їп 


Therefore, a measurement of hfe on the configuration in Figure 116 gives an equiva- 
lent beta of nerely 2500. Equivalent collector current is іс + їе ап4: 


For = Meer fbi 
152 = Meer 152 
tha = lei 


Iho = (hfe t D ipi 


i +1) igi h 


(heel 


с2 fe2 
1с(еа) = ber * Fea = ыг” 
1 (еа) = bı Ёһғет * (per +) Peon] 

апа: 
Pre(eq) 7 Prei * (Мет * 1) Meee 
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Since we have assumed equal betas in the configuration in Figure 116: 


hte (eq) = 49 + (50) 49 - 2499 


Having identical betas is not the typical case. Since the emitter current for 
transistor 0, is supplied by the base of 0,» the operating points of the two tran- 
sistors will be quite different. It might be necessary to select a transistor for 
Qi that has good hee characteristics at low currents. If the current in Qi is too 
low to allow a significant heel’ a long tail resistor can be used to supply added 
emitter current to Q> as shown in Figure 118. 


R 
= LONGTAI L; 


FIGURE 118 


Some of the signal current will be lost in the added resistor, but the increase 


in the hfe of transistor 0, will probably more than compensate for this. 
A quick approximation of the equivalent hre of the darlington circuit is simply: 
hre(eq) "rel Pre2 


and if the betas are near equal: 


2 
һе (ед) ÁE hre 


DARLINGTON INPUT RESISTANCE: 
cc 


*50V 





"ı2 (hee * 1) 





n equivalent 


+ (he. + 10) 


Re2 (heey 


FIGURE 119 
tor 0, and ground. The input resistance of 0, is increased by the input resistance 
of 95, which is increased by the resistor Ro in the emitter. To simplify the pro- 
blem, let's assume that transistors 0, and 0, in Еїдиге 119 both have a d-c and 
a-c beta of 50 at their respective operating points. This is not very likely, but 


in a hypothetical problem, we can assume it. Just don't expect it to be the rule. 


The base of 0, is at +50v. If we neglect the base-emitter drops of the two tran- 
sistors, we can say that the emitter of ۹ and, therefore, the emitter of 0, 15 


near +50v. This requires Roo to drop approximately 50v. 


! = 0۷ 50та 


E2 ^ 
м 26 x 
Te2 ^ Soma ® 0.520 


"із я (Meant D) (uo * ru) * guo * D Ro 


rig & (50 + 1) (0.520 + 20) + (50 + 1) Ika 8:51:129КО 


The emitter current of 0, is the base current of 9, or approximately lma; therefore: 


ІН = Ima 


г, Я = 260 


е1 1та 
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© (heap +) Gru * reu) * gg * D nio 
2 (50 + 1) (260 + 20) + (50 + 1) 51.129КО 


1.%28к0 + 2607.63К0 


u 


й 


гүү # 2.609 тео 


|t is evident that when there is a resistance in the emitter of 0, that is of 
significant size, the input resistance can be approximated by: 


+1) (h +1) Reo 


"i (eq) = (heey fe2 


In the problem just solved, the input resistance would have been approximated as: 


"еф У (50 + 1) (50 + 1) 1к0 *% 2.601 тед? 


TYPICAL DARLINGTON CIRCUIT: 


+125۷ 


Q/3A 
4151-104 


INPUT SIGNALS. 
MODE SWITCH 


CLOCK IN 
VOLTMETER 





FIGURE 120 
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Figure 120 shows two darlington connections being used as the two sides of a sig- 
nal comparator or difference amplifier. This is a circuit that we observed earlier 
in this volume when discussing the use of a long tailing transistor. The circuit 
is in the Signal Comparator in the Tektronix Type 6RIA Digital Unit. It includes 


several of the approaches that we have been discussing in this volume. 


HIGH FREQUENCY CONSIDERATIONS: 


Miller Effect: 


Miller effect in transistors can be compared to Miller effect in vacuum tube ampli- 
fiers, discussed in the book, "Typical Oscilloscope Circuitry". We will discuss 

Miller effect first because it deals primarily with capacitive effects, external of 
the transistor itself. It does play a part in limiting the high frequency perfor- 


mance of the transistor. 


Consider the transistor in Figure 121. Note that the stray and interelectrode 
capacitance between base and emitter and base and collector will shunt the input of 
the transistor. 





FIGURE 121 


The input generator must supply current to charge both capacitances. With the 
common emitter configuration, however, the collector voltage is 180° out of phase 
with respect to the base voltage (normal phase inversion), assuming no other phase 


shift. Assuming a voltage gain of 10 in the configuration in Figure 121, a negative 
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going Imv change at the base will be accompanied by a positive going lOmv at the 
collector. Since the base side of Oc has moved negative by Imv and the collector 
side of с.е has moved positive by 10mv, the input generator must supply enough 
current to change the voltage on pe by Ilmv. To the input generator, this simply 


looks like a larger capacitance. The effective с. can be calculated by: 


Съе(м Тег) = бье (1 - А, 


Мһеп А, is negative, as it is'with the common emitter configuration, (1 - А) һе- 
comes | - СА.) = 1+ А). This effective magnification of the collector-base 
capacitance is referred to as Miller effect. Miller effect is very much a problem 
in vacuum tube triode configurations, with their reverse biased, high resistance 
inputs, Of course, the Tetrode and Pentode vacuum tubes place another isolating 


grid between the control grid and plate. 


The transistor with its forward biased, low resistance input has the input capaci- 
tance shunting a much lower input resistance than its vacuum tube counterpart in 


the majority of applications. 


High Frequency Models: | E 


There are a number of resistive-reactive time constants inside the transistor itself 


that limit the high frequency operation. 


Diffusion and Transition Region Capacitance: 


Me have discussed the capacitance that exists across a PN junction in earlier vol- 
umes. In Volume 2 and Volume 6, this capacitance was put to use in the voltage 
variable capacitor. The capacitance existing across the PN junction is referred 
to in a number of ways. Transition capacitance, carrier capacitance, and junction 


capacitance are some. We will refer to it as transition capacitance. 


The transition capacitance is a result of the electric field existing across the 
transition region and is, therefore, voltage controlled. (Remember, the diode was 


referred to as a "voltage variable capacitor''.) 
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The capacitance referred to as "diffusion capacitance" is a result of the effective 
stored charge of diffusing carriers. Therefore, diffusion capacitance is essentially 
current controlled. Table 8 in Volume 6 represented the transition capacitance at 
the emitter and collector junctions with variable capacitor symbols across the 
junctions, and the charge in the diffusion capacitance was represented while the 
diffusion capacitance was part of the parameter "Storance", The physical or 

charge control model used in Table 8 of Volume 6 is one method of representing the 
electrical characteristics of the transistor so that they closely relate to the 
physical transistor. We will use a different model for this discussion to give 


one more approach to transistor analysis. 


Suppose we start with the low frequency T equivalent circuit, such as shown in 
Figure 122. 





FIGURE 122 


This model is valid at the standard frequency at which the parameters were measured 
(generally 1KC), and probably up through the audio frequencies. At the medium 
frequencies, transition capacitance starts to play a limiting role along with in- 
ternal base modulation. To understand internal base modulation, you may want to 
review Table 9 in Volume 6. The active base width was shown as a determining 
factor in emitter current in Table 9. When the collector voltage varies, the width 
of the collector transition region varies and, therefore, the width of the active 
region of the base. Modulation of the emitter current is the result, and this feed- 
back can be represented by a voltage generator in the emitter circuit allowing г. 


to remain the same. This is illustrated in Figure 123. 
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FIGURE 123 


The capacitors Cob and eb represent the voltage variable transition capacitances 
at. the emitter and collector junctions respectively. The voltage generator hi2 Усь 
takes into account the base width modulation. ть is the resistance between the 
base terminal b and the active region of the base b', and is sometimes given the 
symbol г ть" can be a distributed resistance in some transistors, but it is 


typically lumped and assumed to be purely resistive to simplify analysis. 


We probably should stop for a moment and consider some important points. The models 
and parameters that we are now starting to discuss will probably be of little use 
to the analysis and design of transistor circuits. The parameters are difficult to 
measure and unweidly for design and analysis. The models and approaches will point 
out the important limiting parameters given by the manufacturer, and allow the 
formulation of less demanding approaches to the selection of high frequency tran- 
sistors and design and analysis of high frequency circuits. 


Consider the model in Figure 124. The resistance ть is shown as a distributed re- 
sistance in Figure 128. The collector capacitance is shown as being essentially 
transition capacitance (с). The collector junction is reverse biased, involving 
high electric fields, and as long as there is not significant collector storage 
(see Table 8, Volume 6), the capacitance is primarily transition capacitance. The 
emitter capacitance is shown as being essentially diffusion capacitance. The 
emitter-base junction is a forward biased junction (typically), and the diffusing 
carrier density, adjacent to the junction, is high. 
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ь 
MODEL OF REASONABLY COMPLETE HIGH FREQUENCY TRANSISTOR WITH TYPICAL VALUES 
(IN HF T-EQUIVALENT CIRCUIT) 


FIGURE 124 


Resistors rete ть" апа 7 in Figure 124 are a combination of the bulk resistance 
and contact resistance between the active regions and the transistor terminals. 

Vier gps 8nd с 
апа dae are the inductances of the leads, external of the encapsulation. C 


C 


are the lead inductances inside the encapsulation, and Тее’ leb’ 


pec’ 
‚ апа t eb are the capacitances associated with the encapsulation. 


pbc 
It should be evident from Figure 124 that such a model would be very difficult to 
work with for general analysis and design. A simplified model and approach is 


called for. 


The lumped diffusion model in Table 8 of Volume 6 was one simplification. It dealt 
with the charge control approach to analyzing the transistor's characteristics, 
along with its high frequency and switching speed limitations. We will use the 


hybrid v approach here to give another example of a model and analysis approach. 


Figure 125 is the hybrid 7T model for medium frequencies. As we discuss it, you will 


probably be able to relate it to the lumped diffusion model. 
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The parameters 
"b 


9% е 


4 
Che 


b t 
Im Yb e = Im 


FIGURE 125 


in Figure 125 are as follows: 


! = bulk resistance plus contact resistance from the base terminal to 


the active base region (b to b') 





= the emitter diffusion conductance as seen from the base Ge ) 
е 


= essentially the emitter diffusion capacitance. The time constant 
Зь'е 1 

— wr BC! м---- 
с, 8 е ье 2f 
This, by the way, is the time constant "8r in the lumped diffusion 
model, Table 8, Volume 6. 


= essentially the collector transition capacitance 


= essentially the conductance from the collector to the active re- 
1 
з Со 
gion of the base Є ог hop) 
c 
is essentially the reciprocal of rg. Vy', is the signal 
voltage from the active region of the base to the emitter ter- 
minal. The product of the two is the current in the output 


circuit as a result of v, ' . 
be 


7% 





(е 





See = the feedback conductance. If XS is assumed constant, and a 
voltage change (of appropriate frequency) is applied, collector to 
emitter, the conductance: 226 

Ice ~y 
ce 
i ' 
1 а ге 
с г 
е 


(where h.' v. is the feedback generator) 
re ce 





therefore: 8.5 


Any external emitter resistance or inductance (to include 240 will reduce Эт. The 
value of Im after external resistance and inductance in the emitter has been taken 


into account can be found by: 


Im = 


б6-=- ا"‎ 


9, " 
У 2 2 
1% 9 Ге (ехкегпа!) кү 


where: is the sum of all series external resistance in the emitter 


Re (external) 
lead 


x, is the inductive reactance in the emitter lead 


The cut-off frequency for 9” where Sm has been reduced to 0.707 of its low fre- 


quency value as a result of the shunting by Cte is given by: 


1 
eh 
9b e b 


20S r' 








f gm(3db) = 





b %'е 


It can be seen from the hybrid x model, that the factors discussed in Table 8 in 


Volume 6 are evident here too. Low values of Coe and ть! are prerequisites for 
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high frequency operation. Adding gold (gold diffused base) in the base to reduce 
ть and the frequency limiting time constant was discussed. Low values of collector 
capacitance is also indicated due to its providing feedback from the collector to 
the base. Manufacturers have specified fhfb or о, апа fife or бєє for high fre- 
quency transistors for sometime. These cut-off frequencies along with fr were dis- 


cussed in Volumes 3 and 6. They are given as: 


fhfb = бө, = frequency at which heb (ora) is 0.707 of its low frequency 
(usually Ikc) value 

fife = ЦЭ = frequency at which he e (ог B) is 0.707 of its low frequency 
(usually lkc) value 

fr = frequency at which hee (or 8) is equal to one or unity 


There is another frequency, Fax? which is the maximum frequency of oscillations, 
and НАХ is the frequency at which maximum available gain (M.A.G.) is reduced to 


unity. 





VARIOUS TIME-CONSTANTS LIMITING THE GAIN-BANDWITH 
PRODUCT OF THE TRANSISTOR 


COURTESY OF GENERAL ELECTRIC COMPANY, SEMICONDUCTOR PRODUCTS DEPARTMENT 
FIGURE 126 


Figure 126 shows the frequency limiting time-constants illustrated with resistors 
and capacitors, rather than the physical parameters, storance, combinance, and 


diffusance used in Table 8 in Volume 6. 


For the model in Table 8 of Volume 6, the frequency ғ could be found by: 


1 
ғ ——— 
Т 2т ТВЕ 


ыы = — — — 


For the model in Figure 126, ғ. 18: 
1 


LES 
T 2” Ta t Ta (с + c) 


In addition, if г” the collector bulk resistance, is a significant value, the 


time constant of re and the collector transition capacitance must also be added. 
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FIGURE 127 


Figure 127 plots the frequency limitation parameters of a typical high frequency 


transistor. 


From the curves in Figure 127, if one stays on the 6db/octave slope; 


fr 


h => 
fe(at fa) fa 


Therefore, hfe at any desired frequency (fy) along the 6db/octave slope can be 
found when fr is known. hfe at any frequency down to fife can be found with re- 


duced accuracy. 


еее 


1 
h a 
fe(at fy) 27 fr c. 


M.A.G. (at ғ) = : 
г 


f. 
T 
һе (ае ғ)? 49) 


therefore: (ғ) 1 
M.A.G. (at fy) ¥ Хүй эл үс 


M.A.G. (at f4) ss — —- — — 
: 
8r fa (ть с.) 


and if МАХ where M.A.G. = | is substituted; 


| f. 
f I 
MAX © 

ть! Ce 


If only fhfe or ЦЭ is given for the transistor, the loss in db at a desired fre- 


quency can be approximated by: 


1 
Adb & 10 log f ү? 
x 
hfe 





Interstage losses between high frequency transistors can be calculated in the same 





manner by: 
1 
Adb = 10 log f 2 
Ls. d 
f 
co 
where: 1 
f= 
co 2rcy гт 
C_ = total shunting capacitance in the interstage network to include in- 


тэ 
put and output capacitances of the transistors 
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гт = total equivalent resistance of the interstage network to include the 
input and output resistances of the transistors 


SECTION TWO 


SWITCHING CIRCUITS: 


The transistor as a switch, its advantages, limiting factors, and methods of mea- 
suring switching parameters were discussed in Volumes 3 and 6. The section in 
Volume 6 dealing with pulse and switching thermal limitations on power for diodes 
is applicable to switching transistors. The approaches outlined can be directly 
applied to the transistor as a switch. We will concentrate on the transistor 


switch as a circuit element in this portion of Volume 7. 


SIMPLE TRANSISTOR SWITCH: 





R33 
47 14 TO UPPER = LIMIT 
LAMP 
Q33 
2N30! 
-12.2V 
R55 
43 15 TO LOWER-LIMIT 
LAMP 
053 
2N30/ 
-12.2V 
rea 
31 13 TO MID-ZONE 
LAMP 
063 
2МЗО! 
-і2.2У 


FIGURE 128 


Figure 128 shows transistors being used in the 6RIA Digital Unit in a very simple 


switching arrangement. 
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The emitters of the transistors are returned to ground through а 170 resistor and 
a lamp. Mhen the transistor conducts sufficient current, the lamp lights. When 
the transistor is not conducting, the lamp is out. The transistors in Figure 128 
are simply acting as a switch that can handle sufficient power to illuminate the 


lamps, while requiring much less power from the circuit driving the transistors. 


The transistors in Figure 128 are used to convey a message visually. In either of 
the two states, ON ог OFF, the lights can indicate ап occurance within the unit. 

As an example. Q33 lights the upper limit lamp when it conducts. There are counters 
in the 6RIA Digital Unit. |t is possible to program the unit so that a count 
greater than a selected number will light the upper limit light. Knowing this, the 
light when on conveys one message, and a different message when off. When the upper 
limit light is on, the counters have counted to a number greater than the one 
selected as the upper limit. When the light is off, the counters have not counted 


to a higher number than selected as the upper limit. 


Much the same can be said for the action of Q53 with the exception that Q53 con- 
ducts and lights the lower limit light when the counters do not reach a number 
selected as the lower limit. If the number selected is exceeded by the counters, 
the lower limit light does not light. 


If the counters reach a number above the selected lower limit, but below the 


selected upper limit, the only lamp that lights is the mid-zone lamp, 


Figure 129 shows the circuitry that drives the transistors in Figure 128. The 
switching action of the transistors is much the same as in Figure 128; however, the 


transistors in Figure 129 are connected to perform some logic switching as well. 


A quick inspection of Figure 129 should reveal that Q23, Q43, and Q64 have no 
supply voltage or complete path for current, unless Q13 is in conduction. No 
lights can be lit if QI3 is off, because the driving transistors cannot be tuned 
on. Ql3 has its emitter returned to ground through Q23, 033, Q6h, and their 
associated circuitry. In order to turn on Q13, we must drive its base negative 
with respect to its emitter. The logic levels (print command from master gate) 
at the base of Q14 are Ov and +20v. n other words, the base of Ql will either 
be at +20v or ground potential. When the base of Ql is at *20v with its emitter 
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FIGURE 129 


returned to 420v, it will not conduct. Remember, the emitter base junction must be 
forward biased to turn the transistor on. The collector оѓ 015 will be at -12.2v. 
The base of Q13 (a PNP transistor) has approximately -12.2v applied under these con- 
ditions, and Q13 is on. Since the emitter of Q13 has very near the same voltage 

as the base when the transistor is conducting, the emitter of Q13 is a -12.2v 
supply for transistors Q23, Q43, and Q64. We can see that the lights can only 
light when the logic level at the base оЁ 01% is *20v. When the logic level at the 
base of Q14 is ground, 014 conducts. Disregarding the base-emitter voltage, the 
emitter of Ql is very near ground. This requires 813 to drop approximately 20v. 


The emitter current of 014 сап be approximated as: 


20v _ 20v 


le@in) 513 95,76 Эте 


To determine the collector voltage, we can assume that all the emitter current flows 


in the collector, and calculate the drop across RI4. 


2177 S Riy ! (014) = 3.3k 4.25ma яз Їм 

It is evident that Q14 saturates and the collector is very near ground. Therefore, 
Q13 is off and the lights cannot be lit. When Ql4 is off, it enables the limit 
light driver. When 014 15 оп, it disables the limit light driver. Note that the 
logic level at the base of 014 must be +20v for the limit light driver to be 
enabled. This corresponds to the time when the counters are not counting in the 
6RIA Digital Unit. This means that the lights can only light after the counters 
have finished counting. Transistor Q14 accomplishes one more task. The logic 
levels in the master gate are Ov and *20v. The logic levels in the limit light 
driver are Ov and -12.2v. Transistor 014 and its circuitry changes the logic levels 
so that the levels in the limit light driver are compatible with those in the 


master gate circuitry. 


Let's look at the driver transistors, Q23, Q43, and Q64, in Figure 129. The logic 
levels at the bases of Q23 and Q43 are Ov and -12.2v. Their emitters are returned 
to ground through resistors. It should be evident that Q23 or 043 will only conduct 
when the logic level at their base is -12.2v. When the counters count beyond the 
selected limits, the logic level at the base of the appropriate driver transistor 
becomes -12.2v. If the limits are not exceeded, the level at the base of transis- 
tors Q23 and Q43 is Ov, and they are non-conducting. 1f this is the case, there is 
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по forward bias applied to Q64, and it is non-conducting as well. When this con- 
dition exists, 033 апі 053 remain off (base and emitter both essentially returned 
to ground). 063, however, has its base returned to -12.2v when 013 conducts, and 
the mid-zone lamp is lit. Therefore, when the circuit is enabled by a print 
command, if the selected limits have not been exceeded, the mid-zone lamp automati- 


cally lights. 


If the logic level is -12.2v at the base of either Q23 or Q43 indicating that a 
selected limit has been exceeded, that transistor will conduct lighting the 
appropriate limit lamp. Either Q23 or Q43 conducting provides enough forward bias 
to turn on Q64, which makes it impossible to light the mid-zone lamp. This example 
indicates how the transistor operated as a simple switch can accomplish logic when 
arranged properly in appropriate circuitry. 


MULTIVIBRATORS : 


The vacuum tube versions of the multivibrators discussed here are covered in 


Chapter 10 of the Tektronix book, "Typical Oscilloscope Circuitry'. 
ASTABLE: 


The astable free running multivibrator is a regenerative switching circuit that 
does not have a stable state. Consider the circuit in Figure 130. The configur- 
ation in Figure 130 is an astable multivibrator. The bases of the transistors are 
returned to the supply voltage through the base resistors, and any collector changes 
are coupled to the opposite base through the coupling capacitors. When power is 
applied, the voltage applied to the bases will start to draw biasing current, and 
the transistors will try and conduct. We must assume some unbalance in the circuit 
so that one transistor will conduct a bit more than the other, initially. Let's 
assume the collector voltage of 0, falls a bit more rapidly than the collector of 
222 This change coupled back to the base of 9, will tend to reduce the 9, current. 
The collector voltage of 0, will rise, and this change is coupled back to the base 
of Qi, further increasing the current in 04. This continues until Qi saturates, 
and 0, is off. The total voltage change that occurs at the collector of 0, 15 
approximately equal to the supply voltage Усс, neglecting any voltage across the 
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transistor [cesa]: The base of 0, is driven negative by the total change at 


the collector of Qi (which in this case is approximately equal to Vec) because Cc 
cannot change its charge instantaneously. 


>- Усс 





FIGURE 130 


At the instant 0, becomes saturated, the condition exists as shown in Figure 131. 


0. 
№2 2 
сс cl 
* 
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cc 
BY Q; 


ppp 


FIGURE 131 


As shown in Figure 131, Ci is charged with its plate that is connected to the 
base of 22 charged to approximately “сс with respect to ground. Rey is returned 
to the supply voltage Vee: €ci 


starts to charge toward *Vec* 


The total voltage 
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excursion that Ci can charge through is Усс то Hec? or a total excursion of 


2V Figure 132 illustrates the RC exponential charge curve involved. 


сс” 
жу 





FIGURE 132 


If we assume that the transistors will start switching when the base of 0, reaches 
OV, the capacitor Cel will only have to charge over 50% of its total possible 
voltage excursion before switching occurs. After the base of 0, reaches OV, the 
voltage starts to forward bias 0. Once 9, starts into conduction, the change at 
its collector is coupled to the base of Qi, which starts to bring it out of satur- 
ation. The regeneration continues, and Qi Switches off and 0, saturates, This 
action continues, and the amount of time that the transistors spend in one state or 
the other is determined by the time constant of the base resistor and coupling capa- 


citor, along with the total voltage excursion over which the capacitor can charge. 


When the base resistors are returned to the collector supply voltage, such as in 
the circuit in Figure 130, the time in one state is approximately 0.693 Reco time 
constants, as shown in Figure 132. One pulse width of the square wave output of 
the multivibrator in Figure 130 can be calculated by: 5, = 0.693 сы. 


The frequency of an astable multivibrator is: 


1 
frequency - Ын + Ры; 


192 


If the multivibrator is symetrical (Pu, - P, the frequency is: 


1 
frequency - zm 


and in the case of the multi in Figure 130 with the base resistors returned to the 


supply voltage: 
1 
frequency = 20.693 Rc.) 
2(0.693 Сс 
If an approximation is not good enough, the current flowing when the transistor is 
in its off state and the voltage across the transistor in its on state must be 


taken into account. The total possible voltage excursion at the collector of the 


transistor (AE) is not Veg, but: 
АЕ. = Vec ~ ceo PL 7 “ce(sat) 
The total voltage excursion over which сс сап сһагде (^E) is: 
AE = Усс + АЕ 
One pulse width can be found by: 


2 


PW = RoCo 19, 


ERB 
where: Rg and с are the timing components 
АЕТ is the total voltage excursion over which ec could charge 
ERB is the voltage left across the resistor Rg at the time of switching 


For the configuration in Figure 130: 
Усс + АЕ 


5, = Rely 194, яалаа ) 


Since the total voltage excursion over which с could charge is Усс + AE, and 
the voltage left to go or left across the resistor қ і5 Усс at the time of 


switching. 
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Егедиепсу сап Бе #оип Ьу: 


* AE, 


V, Mae. T AE 
cc c2 cc СІ 
frequency - Fei Ci нета) + 52 сет етеін) 


and if the multivibrator is symetrical: 


1 
Усс + x 


frequency - 
2 Rg с io Voc 





FREQUENCY CONTROL: 


A circuit, such as shown in Figure 133, can be used to vary the frequency of the 
multivibrator without affecting the symmetry. 





FIGURE 133 
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This is essentially varying the supply to which the base resistors are returned, 
which varies the total voltage excursion through which Cc can charge while the 
collector change remains the same. Reducing the voltage to which the base resistors 
are returned, increases the pulse width and reduces the frequency of the multivi- 


brator. 
SYMMETRY CONTROL: 


Figure 134 illustrates a means by which the symmetry of the multivibrator can be 
adjusted. Adjusting Ry effectively changes the size of Ry and Rio and the value 
of supply voltage to which they are returned. In other words, if we did a Thevenin 
analysis at different settings of Ry, we would find the collector returned to 
different equivalent supply voltages through different load resistors. Properly 


selected, Ry will allow adjustment for desired waveform symmetry. 
R 
1 





FIGURE 134 


COLLECTOR RISETIME: 





The voltage at the collector of the transistor can change no faster than the capa- 
citance at the collector can charge. The risetime is that time between 10% and 
90% on the collector voltage waveform, and this corresponds to 2.2 RC time con- 


stants. The collector capacitance of the transistor itself is only a few рісо- 


farads and, unless the timing capacitor се is very small, will not play the limiting 


role. Figure 135 illustrates the charge path of the timing capacitor for risetime 


considerations. 
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FIGURE 135 


If RL is large compared to the 0, resistance, the risetime of the 0, collector is: 


risetime (ED = 2.2 В eI 


MONOSTABLE MULTIVIBRATOR: 


One of the timing networks in the astable multivibrator can be replaced with a 
d-c divider returned to a source of voltage, giving the multivibrator one stable 


state, This is illustrated in Figure 136. 


The voltage divider к, апа Ro establish a reverse bias on Qi, maintaining it in 
cut-off, while 0, is in saturation. When the multi is first turned on, the base 
of m returned to the supply voltage Үс insures that 0, comes into conduction, 
and the reverse bias is established on Qi. The multivibrator now has a stable 


state, and external energy must be applied to cause it to change states. 


TRIGGERING THE MONO-STABLE: 


Анд ла 


Quiescently, the multi in Figure 136 is its stable state of Qı off and 0, їл 
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saturation. An applied trigger initiates switching by bringing 9, out of saturation 


enough for regeneration to occur. V 
сс 





FIGURE 136 


The trigger could also turn on 0, enough for regeneration to occur. The collector 
voltage of 0, changes from approximately ground potential to approximately Усс 
once Switching is completed. This change at the collector of 0, raises the voltage 
level at the base of 0, high enough for 0, to turn on and remain in conduction. 
The opposite polarity voltage change at the collector of Qi is applied to the 

base of 05, because the capacitor cannot change its charge instantaneously. ec 

and 88 serve the same timing task as they did in the astable. The base of 0, із 
driven down to a voltage approximately equal to Nec? and the timing network and 
calculations previously discussed for the astable multivibrator apply here as well. 


When the capacitor charges to a point where the base of 0, reaches approximately 
OV again, 0, starts back into conduction, the regeneration occurs, and the multi 

is once again in its stable state. The divider of к апа R3 returned to a negative 
supply will hold Qi in cut-off until another trigger is applied and switching is 
initiated again. 


When 0, returns to conduction, capacitor с should be allowed to charge before 
another trigger is applied, or else the pulse width will vary. The time constant 
involved is Ru and Сс. At least 4 Ru сс time constants should be allowed after 
switching before another trigger is applied to assure a constant pulse width. 
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The pulse width when triggered is determined by the Rg с time constant and the 
voltages involved, and can be calculated just as it was for the astable. The 
repetition rate, of course, will be governed by the repetition rate of the applied 


triggering signal. 


Mith the multi in its quiescent state of 0, in saturation in Figure 136, most com- 
binations of Ry and Ro returned to a negative supply will maintain 0, in cut-off. 
The determining factors in the selection of Ri and Ro are: 


1. Emitter-base reverse breakdown of Qi 
2. Magnitude of сво 


3. Triggering requirements 


The reverse voltage applied to Qi by the divider must not exceed the emitter base 
breakdown of 01. 


The greater the reverse bias applied to Qi, the greater the required magnitude of 
triggering signal. 


і 
сво 
increase in temperature will increase сво" all other factors held constant. If 


of 0, flows through the parallel combination of RI and Ro in Figure 136. An 


Ri and к, are too large, the сво drop can bring Qi out of cut-off by overcoming 
the negative supply. Ri and Ry should be selected with these limitations in mind. 
Even if Ri and Ro are selected properly, it should be brought out that an increase 
in temperature will reduce the required magnitude of a triggering signal. This is 


due to сво reducing the reverse bias on Q,. 


Ry and 8, must also allow enough base current when the circuit is switched to 


saturate Q}. 


Note in Figure 136 that a capacitor has been placed in shunt with к. This is 
the speed-up capacitor discussed in Volumes 3 and 6, and optimum value is when 
the charge on св in Figure 136 is equal to the stored charge in Qi when the tran- 


sistor is saturated. 


TRIGGERING: 


Referring to the multi in Figure 136 again, a trigger can be applied to the base 
of 0, to bring Qi into conduction. (The trigger could be applied to the collector 
of 0, and coupled through Св to the base of Qi.) A trigger can also be applied to 
the base of 9 to turn 0, off. (This trigger could be applied to the collector of 
Q, and coupled through C, to the base of 0,9) 


If the trigger is applied to the base of 04, it must be sufficient magnitude to 
turn on 0, and get regeneration started. If the trigger is applied to the base 
of 0,» the trigger is amplified as 0, comes out of saturation. A high amplification 
factor is involved, because 0, is at a high current, high gain point as it comes out 


of saturation. 


EMITTER-BASE BREAKDOWN: 








FIGURE 137 


In all of the multivibrators discussed here, there is the possibility of a reverse 
voltage as high as Vec being applied to the emitter-base junction of the transistor. 


If the reverse voltage applied exceeds the emitter-base breakdown voltage of the 


| 
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transistor and breakdown occurs, the timing calculations are not valid. To prevent 
emitter-base breakdown from occuring, another diode can be placed in series with 
emitter-base junctions. The reverse voltage will distribute across the added diode 
and the emitter-base junction, and the breakdown rating of both must be exceeding 


before breakdown can occur. This is illustrated in Figure 137. 


The diode could also be inserted in series in the base lead. This is a low current 
point, however, and the resistance of the diode is high and enters into the timing 
calculations. When the diode is placed in the emitter lead, emitter current of 
the transistor flows through it, and its resistance can be fairly low. The voltage 
across the diode becomes part of the collector to ground voltage of 0, when it is 
in its on state. When 0, is on, the diode in its emitter simply becomes forward 


biased, and conducts the emitter current of Q5. 


BLOCKING OSCILLATORS: 


“Yep “Ус 


R с ойт 
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FIGURE 138 
Consider the configuration in Figure 138. The transistor is off quiescently and, 
therefore, has one stable state. The transformer is arranged to provide regenera- 
tive feedback from collector to base. If a negative going trigger of sufficient 
magnitude is applied at the input, a positive going change is coupled back to the 


base. This starts to turn on the transistor and the regeneration continues until 
one of two things occurs. 
1. The transformer core saturates, or 


2. The transistor saturates 


Let's consider what happens if the transformer core saturates (much the same action 
occurs when the transistor saturates). The current in the transistor and, as a 
result, the current in the transformer primary increases until the core saturates. 
When the core saturates, there is no longer regenerative feedback to the base, 

and the base starts seeking its reverse bias supply once again. Once the trans- 
former can recover, regeneration occurs in the opposite direction and the transis- 
tor turns off again. The width of the output pulse depends on the recovery time of 
the circuit. Once switching is instigated by an input trigger, and until the base 
of the transistor has completely recovered to the point that it will trigger on 
the magnitude of input trigger applied, the triggering information can be said to be 
blocked. No triggering can occur until the blocking oscillator completely recovers 


again. 


If it is desired to vary the trigger's sensitivity of the circuit, the amount of 
reverse bias applied to the base can be changed. Changing the time constant in 
the base circuit will vary the base recovery time, and the maximum repetition rate 


of the blocking oscillator. 


Blocking oscillators can find a multitude of uses. They can be used as count-down 
circuits by giving an output when triggered and then blocking any triggering infor- 


mation until the circuit is recovered. 
TYPICAL BLOCKING OSCILLATOR CIRCUITS: 


Figure 139 shows a blocking oscillator used to both shape a pulse and count down 
to 100kc. 


The components in the blocking oscillator in Figure 139 are selected so that the 
blocking oscillator gives an output square pulse, 200 nanosec wide. R33 allows 

the reverse voltage applied to the base to be varied, which varies the triggering 
amplitude requirement. The time constant in the base is selected so that the 
maximum repetition rate of the blocking oscillator is 100kc. The blocking oscillator 


in Figure 139 is in the Tektronix Type 111 Ргеёгіддег Pulse Generator. 
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FIGURE 139 


The puise generated is the pretrigger. The pulse is also used in a variable delay 
circuit, using another blocking oscillator to trigger the output pulse of the Type 
111. Figure 140 shows the blocking oscillator in Figure 139, and the circuitry 

it is driving. 


The circuit in Figure 140 includes several semiconductor switching circuits that 
we have discussed and is a good example for analysis. Let's look at the overall 


picture before going on. 


Q84 is an avalanche transistor that generates a pulse when triggered, which is 
shaped by an externally connected charge line (piece of open ended transmission 
line). When triggered, the leading edge of the pulse is applied to the charge 
line. It travels to the end of the charge line, doubles back on itself, and is 
reflected back up the line. When the reflected wave reaches the input of the 
charge line, the input signal and the reflected signal (which are 180° out of 
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phase) cancel, and the pulse is terminated. The pulse will only be present while 
the leading edge is moving down and back up the charge line; therefore, the pulse 
width is approximately twice the electrical length of the charge line. In other 
words, if it takes a pulse 10 nanoseconds to travel down the charge line and 

10 nanoseconds to travel back up the charge line, the pulse will be 20 nanoseconds 
wide, Most texts and references on transmission lines and systems cover this in 
more detail. ''Nanosecond Pulse Measurements", C. N. Winningstad, IRE WESCON Record, 
1960, and ''Pulse Reflection Measurement of Transmission Line Impedance and Discon- 


tinueties'', Gordon D, Long, Tektronix, Inc., 1962 are good sources. 


The avalanche transistor is base triggered by a signal from the blocking oscillator 
using Q60, coupled through a fast switching diode 080. D80 is a Tektronix Gallium 


Arsenide diode for switching speed. 


The blocking oscillator of Q60 is very similar to the blocking oscillator in 
Figure 139 with the exception that the transistor saturates before the transformer 
core; however, the regeneration ceases and the action is very similar. Once 
positive excursions in the output are required to trigger the avalanche transistor, 
and 960 serves to clip any negative going excursions. The blocking oscillator is 
triggered in the emitter, and R53 in the base allows the adjustment of the required 


triggering level a 


The blocking oscillator is triggered in the emitter circuit by a ramp waveform. 
The ramp is actually generated in the emitter circuit, and this will be discussed 
shortly. The circuit serves the dual role of a comparator that allows a variable 
delay between the time of generation of the pretrigger and the time of triggering 
the avalanche transistor and generating the leading edge of the output pulse. The 
Q60 blocking oscillator allows much the same results as the "Delay Time Multiplier" 
circuitry in the 530/540 series Tektronix oscilloscopes. 


With no signal from the Q40 blocking oscillator, D62 is cut-off and D64 is in con- 
duction. The current path is from ground through R62, D64, R66, and R64 to the 


+135V supply. 


When Q40 in Figure 140 is triggered, a 10V positive going pulse is applied to the 
anode ої 062, turning 062 оп. Тһе pulse generated by the Q40 blocking oscillator 
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is 200 nanoseconds wide; therefore, D62 will remain on for 200 nanoseconds. This 
pulls the cathode of D64 positive and D64 cuts off. We could do a Thevenin 
analysis, but it is not necessary here. With D64 off and Q60 off, capacitors C67 
and C68 start charging toward 135V. 1% сап be seen that only a very small portion 
of this exponential change will occur before the emitter of Q60 is raised high 
enough to turn on Q60. (The base is only returned to a portion of the 6V supply.) 
When 060 turns on, the B.0. regenerates and the avalanche transistor is triggered. 
Capacitors C67 and C68 discharge through Q60, and the circuit cannot be triggered 


again until the blocking oscillator recovers. 


The ability to adjust the level at the base of Q60 allows selection of that point 
on the ramp generated in the emitter, at which it is desired to have the blocking 
oscillator triggered. Since it takes different times for the ramp to reach 
different selected levels, the adjustment of the base reverse voltage becomes a 
variable time delay control. Resistors R51 and R54 allow the range of delay times 
to be varied, and are similar in operation to the delay start and stop adjustments 
in the 530/540 series Delay Time Multiplier circuit. 


Figure 141 shows a blocking oscillator in another configuration in which the 
blocking oscillator is providing a triggering signal and an output pulse. 


The blocking oscillator is made up of Q2010 and its circuitry. The reverse bias 
on the base is fixed in this case and set by the drop across 02013. Therefore, 
the required trigger amplitude is constant. А 2V positive trigger is coupled in 
through C2018 and D2018 to the collector of Q2010. Regeneration starts and the 
B.0. switches. Q2024, the memory gate driver, is a good example of taking advantage 
of transistor stored charge in a switching application. 02024 15 normally biased 
off by the small positive voltage drop across R2021 and D2022. When the В.О. 
(02010) switches, the negative going pulse coupled through D2022 drives Q2024 into 
saturation. When Q2010 recovers, Q2024 must lose its stored base charge before 

it can come out of saturation. The only path for removal of the stored charge is 
through R1022 and R1023. R1023 is variable to allow adjustment of the time in- 
volved in the removal of the stored charge, and as a result the width of the 


memory gate. 


02004 15 a snap-off diode. Snap-off diodes were discussed in Volumes 2 and 6 of 
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FIGURE 141 
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this series. 02008 is quiescently forward biased and conducting. The conducting 
path is through R2007, R2006, C2006 (a feed-through capacitor), L2005, T200h, 
through the diode to ground. When the blocking oscillator switches, it sends a 
10V pulse through C2010 and T200h, which attempts to reverse bias the snap-off 
diode D200h. А heavy reverse current flows due to the large stored charge in the 
snap-off diode. The current flows in the shorted transmission line indicated as 
a 5.5CM twisted pair. The 5.5CM twisted pair is a 500 shorted transmission line 
serving much the same function as the open ended charge line in the example in 
Figure 140. When the snap-off diode snaps off, the current for the transmission 
line is cut-off in a fraction of a nanosecond. A voltage pulse appears and is 
coupled down the 5.5CM line and also through C1056, C1055, C2056, and C2055 to the 
diode bridge networks. The transit time down and back the 5.5CM twisted pair is 
approximately 0.35 nanoseconds. When the pulse returns, it cancels and this sets 


the width of the pulse at about 0.35 nanoseconds. 


The circuit we are discussing is the sampler іп the Tektronix Туре #51 Dual Trace 
Sampling Vertical. The circuitry involved here takes a very small sample of the 
applied input signal when the sampler is triggered. The signal is applied on one 
side of the diode bridge network of 01084, 01045, 01046, ап4 DI0h7 if the A trace 
is being used. The input to the A channel is connected to the opposite side of 
the bridge. The diodes are quiescently reverse biased by the network containing 
the A bridge volts adjustment R1067. The input signal cannot affect the input to 
the channel A circuitry unless the diodes in the bridge conduct. The pulse from 
the snap-off diode circuitry is applied to the bridge and overcomes the reverse 
bias on the diodes long enough for the signal to be sampled. The diodes in the 
bridge are special Tektronix, very fast, Gallium Arsenide, matched diodes. The 
signal is sampled, and the memory gate driver signal is applied to allow a memory 


circuit to store the information about this small signal sample. 
BI-STABLE MULTIVIBRATORS : 


To change from the simple astable to a monostable multivibrator, we changed one 
of the RC timing networks to a d-c divider. To make the circuit bi-stable, we 
can replace the remaining RC timing network with a d-c divider and give the circuit 


two stable states. The circuit is typically like that in Figure 152. 
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The circuit can rest in either of its stable states when first turned on. There- 


fore, if it is desired to have its starting point in a given state, some form of 


reset circuit will have to be used. 


STEERING DIODES: 





The triggering applied to the bi-stable multivibrator is typically accomplished 
as shown in Figure 142 by Di, 5,, Ат, апа 22 Di and р, are often referred to as 
steering diodes. They "steer" the trigger to its proper point of application. 


When 0, is conducting and 0, is cut-off, the anode of Di is essentially grounded 
by Qi, and the anode of Di is returned to Vec: Di is reverse biased by approxi- 
mately Усс, and any applied triggers must be greater in magnitude than Үс to be 
coupled through Di. The cathode of 5 under these same conditions, however, is 

returned to the collector voltage of 9%. which is very near Veç- The anode of 5% 
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is also returned to Vec through Ro and D, is biased to accept triggers. A negative 
going trigger of the proper amplitude and shape will be coupled by 5, to the 
collector of 0,» through с; to the base of Qi and switching will occur. Any 
positive triggers, of course, will only reverse bias р, and will be blocked. 


Once switching has occured and 0, is in conduction, the potentials on the steering 
diodes are also switched, and D, will couple a trigger. The steering diodes 
"steer" the proper polarity trigger to the appropriate point in the circuit to 


accomplish triggering and switching. 


TYPICAL BI-STABLE OR ECCLES JORDAN CIRCUITS: 


The bi-stable multivibrator we have been discussing is also referred to as an 
Eccles Jordan circuit. This bi-stable multivibrator finds many uses, especially 


in counter and logic circuits. 


This bi-stable multi will automatically count down by two if the applied signals 
are within its repetition rate limits and of proper shape and magnitude to trigger 
the multi. Consider Q65 and 075 in Figure 143. Positive pulses are applied at 
appropriate times to рт 7. These pulses are coupled through C62 and-steering 
diodes D62 and D72 steer the trigger to the proper triggering point in the circuit. 
R67 and R77 are the base resistors, and R77 is returned to *125V through a reset 
circuit, The reset pulse in a positive going pulse superimposed on *125V. It sets 
the multi in its starting or quiescent state. Since Q65 and Q75 are PNP transis- 
tors, the reset pulse will insure that Q75 is off and Q65 is on initially. The 
positive reset pulse applied to the base of Q75 reverse biases Q75 to insure that 
it is off. Let's do an approximate analysis of the multi made up of Q65 and 075 

in its quiescent state. With Q65 in conduction, its base and emitter will be at 
very near the same voltage. Since the emitter is returned directly to +20V, the 
base of Q65 in Figure 143 is at approximately +20V with respect to ground. If we 


assume Q65 is saturated, its collector is also very near +20V. 


The signal coming in on pin 7 in Figure 143 is applied to three points, through с, 
to the series of three Eccles Jordan multivibrators through C62 to the multi we 
are presently discussing, and directly to the transistor amplifier Q84. Either 
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рїп 1, 2, ог 10 їз grounded to select the path for the signal, and the other two 
pins are open. For instance, if pin 10 is open, Q74 is biased in cut-off, and the 
pulses must take a different path. However, if pin 10 is grounded, Q74 is proper- 


ly biased to pass the signal. We will prove this shortly. 


Neglecting the rest of the circuitry for a moment, let's do a Thevenin equivalent 
of the circuitry between Q75 and the base of Q74. Figure 144 shows the circuit 


redrawn with components numbered. 





COLLECTOR Q75 R70 BASE Q74 
--- МУ ——— 
27K 
072 
876 871 07% 
15К 100K 
R62 
R75 + + 156K + + 
2.2K 
20V 20V 125V 20V 
FIGURE 144 


876 is shown returned to +20V because in the multi's quiescent state, 065 15 соп- 
ducting. With Q65 in conduction, its emitter and base must be at very near the 
same potential, in this case *20V. Once the circuit is redrawn, approximations 
will give us the desired information. The two 20V supplies essentially cancel 

in Figure 144, and we can approximate the voltage at the base of Q74 by neglecting 
the diode D74 for the moment, and solving the voltage divider. Since the two 20V 


supplies cancel, the voltage at the base of Q74 is approximately: 


(R70 + R75) + 125V ы (27K * 2.2K) * 125V 228.28 


бо) 597870 + R75 + R71 25K + 2.2K + 100K 


This voltage forward biases D7h, since it is returned to *20V; therefore, 074 
clamps the base of Q7h at +20V and no signal is passed. The voltage at thé 
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collector of Q75 can be approximated by solving the voltage divider: 


„R75 (125V) 2.2K (125V 
Ёс075 5 875 + R70 +R7T ~ 2.2K + 27K + 100K 


= +1.93V 

It is easy to see now that grounding pin 10 places R72 in shunt with R70 and R75 
from the base of Q74 to ground. The voltage divider is now this equivalent resis- 
tance of approximately 13.1K and R71. The voltage at the base of Q74 is now 
approximately: 


Bare diu (1254) ас 18.54 


D74 is cut-off and Q7h is biased for amplifier action. 


The units counter that the circuit in Figure 153 drives will only respond to posi- 
tive pulses. The first positive pulse applied to the Q65, Q75 multi will switch 
the multi, and the collector of Q75 will swing positive to near +20V. Q74 is a 
common emitter configuration and inverts the signal. The second positive pulse 
applied at pin 7 in Figure 143 switches the multi again, and the collector of 075 
swings less positive (in the negative direction) to its resting state level. This 
negative going pulse is inverted by Q74 and gives a positive output pulse. ЦЭ 

is evident that it requires two positive input pulses to get one positive output 
pulse. The signal is divided by two. 


In the divide by five operation, pin 2 is grounded and pins 1 апа 10 are open. 

Q74 and Q84 are cut-off, and the signal is coupled through Q44. The three stages 
of bi-stable multivibrators are arranged so that it requires five input pulses 
before one positive output pulse from Q44 is obtained. The fifth input pulse gives 
an output and also feeds back a signal through diodes D1I8 and D38 to reset the 


multis to divide by five again. 
In the divide by one, or straight-through operation, the input pulses are differ- 
entiated by C80 and R80, and applied directly to 08%, giving an output pulse for 


each input pulse. 


Bi-stable or Eccles Jordan multivibrators find use in many applications in Tektronix 
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circuitry. The circuit we were just discussing is the +1, 2, 5 circuitry in the 
6RIA Digital Unit. The counters, the heart of the 6RIA unit, are made up of this 


same type of multi. 


Figure 145 shows the Eccles Jordan circuit in a little different application. It 
shows the switching circuit for the output amplifier in the Tektronix Type 82 
vertical plug-in for the 580 series oscilloscopes. This is a dual trace plug-in, 
and the circuits in Figure 145 are used to switch the information from the two 
input amplifiers to the output amplifier at the appropriate time. In the alternate 
and chopped settings of switch SW590, transistors 0565 and Q575 serve аз ап 

Eccles Jordan circuit, or bi-stable triggered multivibrator. In the "A only" 
position, R567 is grounded, becoming part of the divider network for the base of 
Q565. This insures that Q565 has the most positive base and remains in cut-off. 
You can do a Thevenin equivalent if you like. Diode gating circuits are used to 
couple the signals from the input amplifier to the common output amplifier. They 
аге D501 through D50h for one channel, and 0506 through D509 for the other 
channel. The voltage levels at the collectors of 0565 апа 0575 аге approximately 
48V when non-conducting, and approximately +6V when conducting. (You may 
Thevenize if you like). 0503, D504, 0508, and D509 are returned to ground through 
approximately 1.3K of resistance. If we disregard the drops across the diodes a 
moment, ме can approximate the voltage at the anode of 0501. It is approximately: 


(+12.6\) 1.3КО а 1-36 c = 7.13V 


1.3КЯ + 8501 


The voltage is approximately the same at the anodes of 0501., 0502, 0506, and D507 as 
well. We can see that the cathodes of D501 and D502 are returned to the collector 
of Q575. When A575 is on, its collector is at +8V, and D501 and D502 are reverse 
biased and cut-off. When Q575 is off, its collector is at approximately +6V, and 
0501 and D502 are forward biased. This, of course, shunts any signal while re- 
verse biasing D503 and D504. When Q575 is on, signals are coupled through diode 
gates 0501 through D504, and diode gate 0506 through 0509 blocks any signal. 0501, 
etc., couples the A channel; therefore, when R567 is grounded in Figure 145, only 

A channel gets coupled to the output amplifier. Of course, іп the "B only" setting 
of switch SW590, just the opposite is true. 


When SW590 is іп the alternate or chopped setting in Figure 145, Q565 and Q575 
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are a bi-stable multivibrator, triggered by the blocking oscillator Q590. Blocking 
oscillator Q590 operates like the B.0.'s that we have previously discussed, with 
the exception that an emitter follower Q583 is used to set the base bias, rather 
than the simple variable resistors used in previous examples. Q583 also couples 


triggers to Q590 in the alternate mode of operation. 


Let's examine the alternate mode of operation first. In "A only" and "B only", 
wafer IR on switch SW509 has +100V applied to the divider circuit in the base of 
Q583 in Figure 145. This sets the base of Q583 at approximately +15V. (You may 
Thevenize if you like.) This means the emitter of Q583 and, therefore, the base 
of Q590 is at approximately +15V, reverse biasing 0590 well into cut-off, and 
making the blocking oscillator inoperative. In the alternate mode, the applied 
voltage is reduced to +51V on the divider in the base of Q583, and this results 
in only a small reverse bias applied to Q590, making Q590 triggerable. In the 
alternate mode, the reverse bias is removed from D585 by wafer 2F of SW509, and 
alternate trace synchronizing pulses are coupled in from the sweep circuit in the 


580 series oscilloscope. 


In alternate trace operation, the information from one channel is applied to the 
vertical as the beam moves across the cathode ray tube once. At the end of one 


trace, the circuit switches and the information from the alternate channel is 





displayed as the beam moves across the screen. At the end of the second sweep, 
the circuits switch back again, and so forth. The illusion at the faster sweep 
speeds is of two independent traces, both displaying information. At the end of 
the sweep, the circuitry in the 580 series oscilloscope sends a pulse through 
0585 in Figure 145, which is coupled through the torroid transformer T580 to the 
base of 0583. The signal at the emitter of Q583 triggers the blocking oscillator 
Q590, which in turn triggers the multi, Q565 and Q570 switching the states of 
the diode gates and allowing the alternate channel to display its information on 


the following trace. 


In chopped operation, the switching multi is triggered at a pre-determined rate with 
no regard to the sweep circuitiy in the 580. The reason is obvious, since at 

slow sweep speeds, the alternate trace illusion is lost, and the ability to com- 
pare two signals at once on the cathode ray tube is hampered, if not made im- 


possible in the alternate mode. In the chopped mode, the circuit is switched at 


FROM 
Viesa 





FROM PIN | 
мівав 


Ф 


FROM PING 
У264^ 


415 


+4зу 





то ALL «20V 






озге 
20v 




















V334A 
46BA8 

OTHER HALF 

NOT USED 









2353 2 FERRITE 
T" —  BEADS 












REFERENCE oRAWHGs 
QDarrewaton swrrenes 
@ cus eur лывыгия 


Qena mrin aneura 


TYPE 3A2 PLUG-IN 


12K 


“2.2۷ 151-096 


FIGURE 156 





216 


either a 100Kc or IMC rate. In the chopped mode, the blocking oscillator is not 
reverse biased and, therefore, becomes free-running or self triggered. This is 
done by returning the divider in the base of 0583 со ground, rather than to a 
positive voltage. The base recovery time of 0540 is controlled to govern the 
repetition or chopping rate. C580 and its associated resistance play a role in 
controlling the base recovery of 0590. To change from IMC to а 100Kc chopping 
rate, more resistance is added in the circuit by switch SW585, increasing the 


base recovery time and reducing the repetition rate. 


The circuit in Figure 146 is similar to that in Figure 145. Diode gates are used 
to pass the signals, and an Eccles Jordan bi-stable multivibrator drives the 
diode gates. Rather than a blocking oscillator, the bi-stable multi is driven 

by a four-layer diode circuit. 0385 and 0386 are four-layer diodes, and this type 
of diode was discussed in Volumes 2 and 6. 


In the alternate mode of operation (determined by switch SW360), the four-layer 
diode circuit is made operative. The four-layer diodes in series require 100V 
across the series pair to switch. Quiescently in alternate operation, Q394 is 


off, and the diodes are biased by the +125V supply and the divider made up of 
R385, R384, R395, and R387. Figure 147 illustrates this. 
+125 
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NON-CONDUCTING 
0398 с393 


C385 
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The initial voltage across the diodes can be found by solving the voltage divider. 
The voltage at the top of R387 is (note: Q394 non-conducting) approximately: 


R384 x R ш 
R384 + 2) + R387 


This only leaves approximately +60V across the diodes, and they are in their low 





20K_125V 


38.5 © *65V 





state. The circuit is mono-stable and must be triggered. The alternate synchro- 
nizing pulses are coupled to the base of Q394 and turns Q394 on to saturation. 
This places R394 in parallel with R387, and reduces the equivalent resistance 

(and as a result the voltage) to approximately one-tenth of the +65V, which allows 
a voltage greater than the four-layer diode switching voltage to be applied. C385 
charges to the diode switching voltage, the diodes switch, and C385 discharges. 
Q394 returns to its off state and, when C385 has discharged sufficiently, the 
diodes switch back to their off state. The output pulse, when the diodes switch 
to their high state, trigger the bi-stable multi and the channels switch. 


For chopped operation, R388 returned to a -12.2V supply is switched into the cir- 
cuit in Figure 146. When the unit is first turned on, C385 starts charging. When 
the charge on C385 reaches a voltage at which the switching voltage on the four- 
layer diode is exceeded, the diodes switch, and C385 starts discharging. When 
C385 has discharged sufficiently, the diodes switch to their low state, and C385 
starts charging again. This action continues, and the circuit free-runs at a 


30 - 50kc rate, which establishes the chopped rate. 


TRIGGER CIRCUITS: 


In earlier instruments, the trigger circuits used a large number of Schmitt cir- 
cuits. These are covered in "Typical Oscilloscope Circuitry". The advent of 
tunnel diodes with their fast switching characteristics and fast switching tran- 
sistors has all but replaced the schmitt trigger in the newer instruments that 
require high frequency triggering. Figure 148 illustrates a trigger circuit 
using the tunnel diode and switching transistors. The signal to be triggered on 
is fed through the slope switch to the base of either Q24 or Q34, depending on 
the setting of the slope switch. The slope switch allows triggering on either 
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the positive or negative going portion of the triggering waveform. 


The sweep trigger must be able to generate a shaped waveform when the input reaches 
a selected level. The shaped waveform must be capable of triggering the sweep 
generator circuitry. Q2h and 03% in Figure 148 are a comparator type configuration. 
The triggering level is established on the base of the transistor other than the 
one receiving the triggering information, by the emitter follower Q23. When the 
triggering signal overcomes the level set on the opposite transistors base, the 
increase in conduction in Q34 increases the tunnel diode D35 current enough that 
035 switches to its high state. The resulting pulse is amplified by Q44 and 
coupled through TIO! to the sweep generator. This pulse is used to trigger the 
sweep generator and start the beam across the face of the cathode ray tube. 


SWITCHING IN THE SWEEP GENERATOR: 


The object of a sweep generator is to generate a very linear voltage ramp when a 
trigger is received from the trigger circuit. The generator circuits also 
typically generate signals to unblank the cathode ray tube and block triggering 
information until the sweep voltage has been generated and the circuit is com- 
pletely recovered and ready to generate another ramp. Figure 150 is the sweep 
generator in the Tektronix Type 422 portable oscilloscope. Figure 149 is a block 
diagram of the circuitry in Figure 150. You will find Figure 150 as a pull-out 
schematic at the back of this book. 


A switch provides for changing the values of Cr and Вт, the timing components in 
Figure 149, which changes the slope of the voltage ramp and, as a result, the time 


per centimeter of the instrument. 


Referring to the block diagram in Figure 149, the overall operation will be con- 
sidered first and then the switching investigated. The input to the sweep gener- 
ator is a 15 nanosecond wide, 2 to 3ma current pulse generated by the sweep 
trigger circuits. The outputs are a 32V, positive going voltage ramp that runs 
from +3V to +35V, a negative going 600mv gate out waveform with a width as long as 
the duration of the sweep, and a negative going 5ma current waveform. Before a 


sweep is started, the sweep output is clamped at +3V by the start locating circuit 
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of D430 and Q434. 
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In the sweep gating block D405, a tunnel diode is in its low state. A trigger in- 
put switches the tunnel diode to its high state, and the positive step voltage 
generated by the tunnel diode is amplified, inverted, and applied as a negative 
going step to the anode of D439. 0439 is referred to as a disconnect diode. 
Initially, D439 conducts, but the negative step cuts off or disconnects D439, and 


the Miller Integrator starts to generate a sweep. (Miller Integrators are covered 


in "Typical Oscilloscope Circuitry".) 


The sweep output is fed on to the horizontal amplifier in the oscilloscope, and 
also fed to the sweep terminating amplifier. When the sweep reaches +35V, the 
sweep terminating amplifier takes part of the tunnel diode (D405) current, and 
the tunnel diode switches back to its low state. During the entire sweep and 
retrace plus an additional 5usec, a lockout pulse is fed back to the sweep gating 


circuit to prevent the arrival of triggers. A new sweep cannot start until 5usec 


after the end of the fall of the sweep ramp. 
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The block marked free run indicates that there are provisions to allow the sweep 
to re-occur without a trigger. When the trigger level control in the sweep 
trigger of the Type 422 is turned fully clockwise, triggers re-occur and the 


circuit free runs. 


Let's examine Figure 150. Figure 150 pulls out and is at the back of the book. 
Me have already stated that the sweep gating circuits develop a negative going 
step that disconnects the diode D439, and allows the sweep to start. We will 
deal with a qualitative analysis, stating values, and you may apply your analysis 
skills in justifying these. 


Prior to a sweep, D405, a 2.2ma peak current tunnel diode, is conducting 1.3ma 
through the sweep terminating amplifier and about 0.4ma through diode D401. This 
establishes the tunnel diode current at about 0.5ma below its peak point current, 
and Q414 (a silicon transistor) is cut off. Q424 is conducting with its collector 
near ground. 0439 is conducting; 0838 and D430 are conducting holding the output 
at about +3V. Q434 collector voltage is held at about 0.5V by diodes D435 and 
0836. The trigger lockout circuit D401 anode is at about 500mv (through T401 


secondary). 


The incoming trigger current pulse is formed in T401 and pulls the tunnel diode 
above its peak current. 0405 anode voltage increases to about 500mv, and 0414 
saturates. The quiescent current of l.3ma in the sweep terminating circuit holds 
the tunnel diode in its high state. When Q414 saturates, its collector drops from 
about 4V to ground. This negative going step is coupled through D418, and dis- 
connects D439 and the sweep starts to run up. The negative step also cuts off 
Q424, and its collector starts toward -12V, but D438 (a silicon diode) clamps the 
collector at about -1.6V. D439 having been cut-off by the initial negative step, 
is now held cut-off with its anode at -1.6V. 


Q424 emitter drops to about ЗУ and its base is set solidly at 3.5V by the voltage 


regulator transistor Q429, 


The emitter of Q434 also drops to 3V, and both Q434 and D430 cut-off. The collector 
of Q434, which was at about 0.5V, starts toward -12V, and D435 and D436 cut-off. 
This drop cuts off D401, and triggers cannot pass. This is the trigger lock-out 
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function. 


The Miller Integrator ramp runs up, and the output is fed back to the sweep ter- 
minating amplifier. The Miller Integrator is made up of a nuvistor, a transistor, 
and two diodes, and is similar to the Miller Integrator discussed in "Typical 
Oscilloscope Circuitry', except that the Miller amplifier is a transistor rather 
than a vacuum tube. The nuvistor V443 is used to keep leakage current from the 
transistor out of the timing network. The nuvistor has a leakage current of only 
about 2-3 nanoamps. The disconnect diode 0439 is a low leakage diode that has 
about 5 nanoamps leakage at 1V. C440 and R440 are the timing components, and are 


switched in to provide sixteen timing ranges. 


Before a sweep starts, the grid of V443 is at -800mv, established by the regulator 
transistor 0429 in the sweep gating circuit, through 0439. The same transistor 
sets the output point (collector of Q441) at 3V through D430. 


The current path for D439 before the start of a sweep is from -80V through R440, 
R442, D439, and through Q424. 


The current path for 0830 before the start of a sweep is from ground, through 
Q441, D430, and R433 and 0434. 


When the sweep gating circuit drops the anode of D439 to -1.6V, D439 disconnects 
or cuts off. Current through R440, the timing resistor that was flowing through 
D439, is now diverted to the timing capacitor C440, and the timing capacitor starts 
to charge. The grid of V443 starts to move toward -81V, and its cathode follows, 
driving the base of Q441. The voltage change applied to the base of QUA] is 
amplified and inverted at the collector. 0441 offers a gain of approximately 

500 to 1000; therefore, the base need only move from 50 to 100mv for the collector 


to move through its entire voltage excursion. 


The amplified and inverted (positive going ramp) is applied to the top of the 
timing capacitor, which opposes the change at the grid of V443. Since the voltage 
across the timing resistor R440 remains virtually constant, the current through 
the timing resistor and, therefore, the current into the timing capacitor, remains 


virtually constant. A constant charging current, of course, results in a linear 
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Prior to the sweep and during the sweep, R464 returned to +12V has been supplying 
about 1.3ma of current for the sweep gating tunnel diode D405. Transistor 0464 

is off, and tunnel diode D455 is in its low state. As the sweep reaches its 
maximum desired level, D455 is pulled up until it switches to its high state, 
saturating Q464. Q464 shunts D405, pulls the bottom of R464 near ground, and 

D405 switches back to its low state. Q4I14 cuts off and D439 conducts, establishing 
the grid of V433 back at -800mv. Q441 conducts heavily, pulling its collector 
back down to 3V as rapidly as C440 can discharge. The discharge path for C441 is 
through R442, D439, Q424 (which is back on) to the 12V supply, to ground, and up 
through Q441. This is the retrace period. 


As retrace starts, less and less current is pulled through D455 until, at the end 
of retrace, D455 switches back to its low state. Q464 turns off, and 1.3ma is 
once again supplied to D405. This makes D405 triggerable again, and it waits for 
a trigger. D401 is still cut-off, however, and triggers cannot reach D405. When 
retrace has dropped D430 cathode to about 3V, D430 conducts and once again 
establishes the sweep starting point at 3V. As D430 conducts, 0434 turns on. The 
collector of Q434 can only rise as fast as C401 can charge. It takes C401 about 
Susec to charge and bring D401 back into conduction; therefore, there will be 
about a 5usec delay after retrace before triggers can reach D405 again. This is 
part of the hold-off time. When the collector of Q434 reaches about 500mv, D435 
and D436 conduct and clamp the hold-off bus at this level. 


The cathode ray tube has the electron beam turned off when there is no sweep. The 
sweep generator also puts out a waveform that turns on or unblanks the cathode ray 
tube. When there is no sweep, the collector of Q414 is about +4V with respect to 
ground. When a sweep is triggered, the collector of Q414 drops to near ground. 

At the end of the sweep, the collector of Q414 returns to near 4V. The positive 
going excursion at the end of the sweep is the alternate sweep or synchronizing 


pulse that we used to trigger multivibrators with earlier in this volume. 


The levels at the collector of Q414 are applied to emitter follower Q473 and, when 
the collector of Q414 is at +4V, the cathode ray tube is blanked. When it is 
near ground, the cathode ray tube is unblanked. 
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My thanks to Chuck Miller for use of some of his Type 422 notes. 

We have discussed some methods of approaching the analysis and perhaps the design 
of semiconductor’ amplifier and switching configurations, The individual should, 
and generally does, develop his own methods and approaches. 


Any comments and constructive feedback on this series will be appreciated. 


Jerry F. Foster 
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REGISTERED JEDEC TRANSISTOR TYPES 
For Explanation of Abbreviations, See Page 642. 








ELECTRICAL PARAMETERS 
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100 22а эт 
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ELECTRICAL PARAMETERS 


MIN. МІН. МАХ. 
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PNP ss | зоте E 
PNP as | em эт Iis -% |mas м 
PNP as | өт» asr 115 | 226 | 21415 24 
PNP as | esre 3T 28-і |29195 n 
PNP. 5 | өт 3st 15 20 | 281926 n 
PNP- as | sre зэт Zis — —29 [zwnus 24 
PNP 85 | вт; 35Т -18-0-20 [амаз A 
PNP as | в т 218020 | 81926 и 
PNP. as | те зет Zis 20 | 29192 ЕНІ 
1414 Эзет 
PNP as | zm »r -6 | эээ м 
PNP. as | фт 1 т =6 | 291415 
PNP 5 | эт 1 эат —6 [24324 3 
PNP iw ЗА № 2 -w -w 
PNP zw -XSA 79 T 
PNP 2% TISA 33 —150ma 
iw 250 б 5 2 
Pt 50 шө 58 45 
200 EU 33 
200 211614 2з 
PNP. 200 14 23 
PNP ‘Obsolete 50 9 3 34 з 
PNP Zis [3 ат 3 
NPN ВЕЛЕ % 29 45% 5 27 n 
NPN RE/F 55 20 458 1 5 29 INTRA. E] 
PNP. 35 -50 %, л а „зз 3,3 
РМР 50 E "T 34508; 241175 24.34 
PNP ‘Obsolete 50, -15 20 T 2701098 24 
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E] % 55 | жш зат 30 |2Ni69A 25v 22 
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EJ 4 5% ят 45 [2NI6A 25V 2 
% E] 15 ar 45 | чиәл 25V за 
35 25 ЕЗ 537 45 |2170 6У 2 
1W E 10 nr 
iw 28 10 nr 
ю — 35 15 | вв то ЗТ зо 35 
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REFERENCE DIAGRAMS: 
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